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Deal'  Sir, 

.  '  .  V  \ 

.  ,  WHE  N  I  requested  permission  to 

\ 

affix  your  name  to  the  present  little  Treatise,  I  ivas 

X  \  \ 

conscious  of  soliciting  a  more  them  ordinary  favour. 
Indeed  ivere  there  necessarily  some  accord  between 
the  character  of  a  work  and  that  of  the  patron  to 

if  ■  \ 

whom  it  is  presented^'  such  request  would  have  im.- 
plied  equal  inconsistency  and  presumptuousness. 


To  you,  Sir,  ivho  have  retired  from  the  toils  of 

'  -  ( 

the  profession  to  classic  ease  and  elegance,  medical 

✓ 

ivorhs,  'even  from  writers  of  established  character, 
must  have  ceased  to  be  interesting.  Whatever 
then  may  be  my  ivish,  I  have  no  right , to  expect 
that  this  address  be  considered  {as  prefatory  addresses 

A  2 


usually  are )  a  letter  of  intro4uction  to  the  pages 
that  folloiv,  .  ' 

I  have  only  to  embrace  the  opportunity  allowed 
me  of  publicly  expressing  my  proud  and  grateful 
sense  of  the  private  and  in  every  import  of  the  word 

%  N 

unprofessional  kindness  which  has  been  shewn  me, 
since  my  residence  in  this  place,  by  a  physician  who, 
I  believe,  teas  the  first  to  reside  and  practise  in  the 
county  of  Buckingham., 

•  N  I 

Permit  me  4o  subscribe  myself , 

Dear  Sir,  '  . 

,  Tour's  most  respectfully  and  sincerely, 

-  /  * 

’  .  . 

David  Uimns. 

♦  V  ' 

Aylesbury,  Bucks, 

3ept.  23,  J80$,  -  ^ 
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',  '  • 

CHAPTER  !• 


,  INTRODUCTION. 

A  Prominent  characteristic  of  the  present 
times  is  a  species  of  intellectual  democracy,  con¬ 
stituted  by  that  spirit  of  universal  investigation, 
that  indifference  to  prescription,  and  defiance  of 
authority,  which'  we  find  conspicuously  preva- 

N  * 

lent,  not  only  in  respect'  to  the  cultivation  of 
literature  and  general  science,  but  which  has 
extended  its  influence  over;  the  professions,  and 
has  perhaps  more  especially  operated  upon  the 

I 

profession  of  medicine.  Physicians  indeed  of 
our 'day  seem  almost  a.  different  race  from  phy¬ 
sicians  of  former  periods.  Peculiarity  9f  deport- 
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I 


( 
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ment,  and  gravity  of  aspect,  have  much  less 
weight  upon  the  reflecting  part  of  the  com- 
,  munity,  and  even  the  profane  vulgar”  are 
not  in  the  same  measure  affected  by  the  pride, 
and  pomp,  and  circumstance”  of  physic. 

I 

To  inquire  into;  and  make  a  comparative 
estimate  of  the  advantages '  and  disadvantages 
which  have  respectively  grown  out  of  this  order 
of  things,  were  to  be  employed  in  a  research  of 
no  mean  moment:  The  result,  it  is  feared,  of 
such  disquisition,  would  scarcely  serve  to  justify 
the  enthusiastic  and  unlimited  encomiast  of 
modern  times  and  modern  manners ;  it  would 
most  assuredly  stand  opposed  to  the  wild  specu¬ 
lations  of  some  few  individuals  who- have  argued 
the  progressive  march  of  human  improvement, 
and  taught  the  absolute  perfectibility  pf  human 
nature. 

/ 

This  path  of  investigation  is  not,  however, 

f 

the  track  which  it  is  my  intention  at  present  to 

t 

pursue;  and,  it  is  merely  necessary  in  this  place 
to  speak  of  one  consequence  of  the  change  in 


3 


public  sentiment  alluded  to^  as  it  relates  to  the 
profession  of  medicine.  I  mean  the  establish¬ 
ment  of  scepticism  upon  the  ruins  of  mystery. 
Man  is  proverbially  prone  to  extremes  and  to 
error :  it  is,  moreover,  a  singular  fact,  that  the 
same  constitution  of  mind  which  favours  im¬ 
plicit  belief,  facilitates  also  the  influence  of  doubt. 
Those  optics  which  are  most  easily  dazzled  by 

*  t 

exterior  splendour,  and  artificial  colouring,  are 
by  this  process  blinded  to  the  interior  and  essen¬ 
tial,  when  the  exterior  and'  adventitious  are ' 

I 

removed.  The  curtain  is  drawn  and  all  behind 

\ 

it  is  a  blank.  The  awfully  obscure  of  medicine 
is  abrogated,  and  therefore  Medicine  itself  is 
a  mere  trick.” 

\ 

In  this  respect  we  find  the  history  and  fate  of 
physic  to  bear  a  pretty  exact  correspondence  with 
that  calling,  the  objects  of  which  are  incom¬ 
parably  more  momentous  than  even  medicine 
itself ; .  and,  as  the  requisitions  of  the  times  sum¬ 
mon  the  divine  not  to  assert  magisterially,  but 
to  give  a  reason  for  the  hope  that  is  in  him,  so  it 

I 

devolves  upon  the  medical  professor  to  silence; 

B  2 
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/  ^ 


cavil  and -crush  suspicion  by  a  fair- and  opea 

■4 

avowal  of  his  claims  to  public  respect  and  con^- 
■  fidence.  To  appeal  then  from  the  misconcep¬ 
tion  of  the  ignorant^  and  misrepresentation  of 
the  inimical,  to  the  good  sense  and  candour 
of  the  public,  was  my'  principal  object  in  the 

V 

execution  of  the  present  treatise,  which  i$ 
intended  to  convey  such  information  respecting 
the  science  and  practice  of  medicine,  as,  while  it 
instructs  the  professional  student,  shall  interest 
the  man  of  general  intelligence ;  while  it  endea- 
vours  to  collect  and  fashion  into  one  body  the 
various  members  of  which  modern  ^nedicine  is 
composed,  will,  at  the  same  time,  attempt  to 

V  * 

mould  this  mass  into  such  form  as  not  to  terrify 
the  uninitiated  beholder. 


In  fine,  it  is  my  wish  to  give  such  a  general 
view  of  the  medical  art,  as,  not  intended  solely 
for  the  public,  shall  be  open  to  public  inspec- 

I 

tion ;  to  state  the  grounds  upon  which  is  argued 

the  improved  condition  of  this  art,  to  shew  that' 

/ 

medicine  need  only  be  better  known  to  secure 

/ 

the  esteem  of  mankind,”  and  to  draw  that  line 


N 


■  ■ '  ; .  5 

of  distinction,  which  exclusively  of  artifice,  and 

,  / 

independently  of  interest,  must  ever  divide  the 
p!*ofessional  from  the  popular  cultivation  of 
medical  philosophy. 
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"CHAPTER  II. 

»  '  \ 

'  One  of  the  most  elegant  and  sensible  writers 
of  antiquity  has  asserted,  that  medicine  and 
mankind  must  have  been  coeval  in  their  origini 

Medicina  nusquam  non  est”— an  assertion 

/ 

which  no  one  surely  will  attempt  to  question, 
who  allows  its  proper  definition  to  be  that  of 
curing  or  alleviating  disease ;  for  subjection  to 
physical  as  well  as  moral  evil  has  always  been  the 
lot  of  humanity.  ^ 

V 

But  to  ascertain  the  precise  period  at  which 
medicine  came  to  be  cultivated  as  a  branch  of 

t  ■ 

pursuit  is  exceedingly  difficult,  if  not  impossible ; ' 
and,  even  for  a  considerable  time  subsequent  to 

this  period,  the  principles  and  practice  of  the  art 

/ 

were  so  much  involved  in  fable,  and  obscured  by 

i 

fiction,  as  scarcely  to  be  recognised. 

\  f  ■ 

\ 

Before  the  aera  of  the  Greek  philosopy  and 
refinement,  Egypt  was  most  remarkable  for 
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men  who,  with  the  sacerdotal  office,  combined 
pretensions  to  the  power  of  healing  the  maladies 
of  the  body ;  this  perhaps  may  be  accounted  for,^ 
partly  by  the  more  than  common  influence  which 
the  priests  possessed  over  the  inhabitants  of 
that  country,  and  partly  from  its  soil  being 
especially  productive  of  those  plants  which  in¬ 
stinct,  accident,  or  imitation,  gradually  discovered 
to  pos,sess  healing  properties. 

\  ' 

From  Egypt,  Phenicia,  and  Thrace,  Greece 
was  principally  colonized;  that  country  which 
was  destined  to  form  so  conspicuous  a  figure  on 

f 

the  theatre  of  the  world — to  be  in  a  manner  the 
origin  of  civilized,  at  least  of  embellished  society, 
and  to  give  birth  to  the  man  who  has  been  em¬ 
phatically,  and  with  some  justice,  entitled  the 
Father  of  Medicine. 

Religion  and  medicine  continued  for  a  long' 
time  in  the  hands  of  the  same  individuals.  In 
Greece,  as  in  Egypt,  the  art  of  healing  the  sick 
was  at  first  cultivated  in  the  temples,  nor  can  we 
be  surprised  either  at  the  easy  faith  of  the  public, 
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or  the  success  with  which  the  prfests  prescribed, 
when  we  advert  to  the  almost  unlimited  power 
of  fanaticism  and  imposture,  both  in  religion  and 
medicine,  over  the  minds,  ay,  and  the  bodies  of 
men,  even  in  the  present  day  of  boasted  freedom, 
ffrdm  the  stratagems  of  the  designing  few*  .  It 
is  worthy  notice,  that  ’  the  Greek  word 
from  which  we  derive  the  English  appellative  of 
'pharmacy,  literally  signifies  a  charm;  and  how 
'  many  are  there  of  modern  maladies  which,  ob¬ 
stinately  resisting  the  pharmacy  of  our  shops, 

yield  with  facility  to  the  pharmacy  of  the  Greeks. 

\ 

,  The  quackery  of  the  priests  of  Esculapius,  and 
that'  of  the  proprietor  of  metallic  tractors,  how-^ 
ever  they  may  differ  in  form,  are  the  same  in 
effect. 

Medicine  thus  continued  to  be  united  to. 
religion,  until  the  curiosity  characteristic  of  man, 
when  in  any  degree  elevated  above  the  mere  sen- 

I 

Suality  of  savage  existence,  induced  him  to  en¬ 
quire  into  the  causes  oJF  those  phenomena  of 
which  nature  is  so  abundant  in  its  display.  But 
with  the  desire  of  knowledge,  an  almost  entire^ 


r 
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ignorance  of  the  mode  in  which  to  obtain  it 
characterised  what  is  called  antient  philosophy, 
in  which  conjecture  stood  in  the  place  of  experi¬ 
ment,  and  fancy  supplied  the  absence  of  truth. 
Hence  the  numbers  of  Pythagoras,  the  figures 
of  Democritus,  the  fire  of  Heraclitus,  the  forms 
of  Plato,  and  the  elements  of  Aristotle,  which 
were  made  use  of  in  order  to  explain  appearances 
in  the  material  world,  as  well  as  to  elucidate  the 
functions  and  diseases  of  the  animal  oeconomy. 

Under  these  circumstances -Hippocrates  ap¬ 
peared.  The  predecessors  of  this  great  man  had 
laudably  rescued  the  study  of  medicine  from  the 
poets  and  the  priests ;  he  was  the  first  to  impress 
upon  it  the  character  of  a  distinct  science..  Ab 
studio  sapientiae  di'sciplinam  hanc  separavit.” 

•  r 

The  principal  merit  of  Hippocrates,  consisted 
in  independence  of  judgment  and  originality  of 
observation.  He  studied  life  and  .disease  in 
the  hook  of  nature,”  rather  than  in  the'  dogmas 
and  precepts  of  the  schools.  Although' com- 

c 
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V 

paratively,  he  was  not,  however,  totally,  free 

from  the  errors  of  the  times*  We  can  trace  the 

/  ' 

numbers  of  Pythagoras  in  his  doctrine  of  critical 
days,  and  the  elemental  philosophy  of  Aristotle 
in  his  physiological  and  pathological  reasonings. 
We  find,  in  various  parts  of  his  works,  h^t  and 
nature  used  in  a  vague  irrational  sense,  and  in  a 

i 

manner  identified  with  intelligence ;  faults,  howT 
ever,  which  are  more  than  venial,  when  we  con¬ 
sider  the  time  in  which  he  lived. 

For  many  years  after  the  death  of  Hippocrates, 
while  the  auxiliaries  of  medicine,  more  especially 
anatomy,  were  making  considerable  advances,  the 
general  body  of  the  science  was  deformed  and 
mutilated.  Asclepiades  attempted  a  restoration 
of  the  atomic  doctrines  of  Epicurus,  and  by 
means  of  corpuscules  and  pores  explained  every, 
thing;”  from  the  remains  of  his,  arose  the 
methodical  system  of  mecficine,  which  referred 
all  the  derangements  of  the  animal  oeconomy  to 
the  condition  of  the  fibres ;  these  the  methodists 
regarded  as  in  some  instances  too  much^  con- 
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stricted^  in  others  too  much  relaxed,  while  some¬ 
times  they  were  in  a  mixed  state. 

9 

On  the  doctrines  of  the  methodists  we  find 
the  following  judicious  remarks  in  a  modern 
writer  of  a  neighbouring  nation.  We  may 
form  (says  M.  Cabanis)  some  idea  of  what  they 
meant  to  designate  by  the  term  diseases  of  con¬ 
striction;  though  it  certainly  is  not  so  intel- 
/ 

ligible  to  men  of  science  as  it  appears  to  the 
uninformed  class;  we  may  also  conceive  the 

meaning  of  the  phrase  relcuced  fhres ;  but  it  is 

\ 

difficult  to  divine,  what  they  could  understand  by 

their  mixed  species,  or  how  they  could  apply  to 

/ 

practice  this  speculative  notion,  which  is  so  very 
subtle  as  to  elude  all  conception.  Besides,  is  it 
not  evident  that  all  diseases  belong  to  the  mixed 
class,  or  may  be  referred  to  it  ?  For  this  word, 
if  it  signify  any  thing,  must  mean  an  inequality  of 
tone  in  the  different  organs,  or  an  irregular  dis- 
tribution  of  the  vital  power,  so  that  certain  parts 
may  be  in  a  state  of  constriction,  while  others 
are  in  a  state  of  relaxation.  Now  the  majority 
of  diseases  present  the  general  phenomena  of  a 

'  c  2 
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\ 
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,y 

derangement  in  the  equilibrium,  or  irregular  e)C-» 
penditure  of  living  energy.  In  those  cases '  in 
which  these  deviations  from  the  healthy  standard 
are  less  obvious,  an  observing  eye  may  still  per¬ 
ceive  them ;  and,  pphaps  there  is  no  disease  in 
which  a  deficiency  of  equilibrium  is  not  in- some 

degree  manifested,  whether  it  be  in  the  tone  of 

/ 

the  different  organs^  or  in  the  exercise  of  life  and 
distribution  of  the  sensibility  of  the  system. 
Thus,  then,  the  mixed  species  of  the  methodic 
sect,  by  comprehending  every  thing,  becomes* 
in  fact,  applicable  to  nothing,” 

'  Medicine  was  at  this  time  divided  into,  three*  • 

I 

sects — the  methodic  of  which  I  have  just  spoken ; 
the  dogmatic  which  long  preceded  it,  and  which 
retained  its  faith  in  the  now  justly  exploded 
philosophy  of  the  schools ;  and  lastly  the  empiric, 
which  disregarded  and  derided  all  other  instruc-’ 
tion  but  that  of  experience.  The  merits  and  de-. 
merits  of  these  different  systems,  I  shall  have  an 
opportunity  shortly  to, canvass  while  enquiring 
into  the  true  meaning  arid  legitimate  application 
of  the  much  abused  word — experience.  ^  j 
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, '  From  the  period  of  the  first  establishment  of 
the  methodic  sect^  to  the  time  of  Galen,  we  find 
the  history  of  medicine  to  be  merely  the  history 
of  party  commotion  and  petty  warfare.  Galen 

was  born  at  Pergamus,  fully  five  hundred  years 

/  • 

subsequent  to  the  death  of  Hippocrates,  whose. 

\ 

name  he  venerated,  and  whose  system  of  medicine 
he  professed  a  wish  to  restore.  The  comments, 
however,  of  Galen,  on  the  precepts  of  lils  master,' 
were  too  frequently  misrepresentations  of  his 
meaning ;  and,  in  endeavouring  to‘  illustrate  the 
doctrines  of  Hippocrates,  he  often  obscured  their 
import. 

Galen  supposes  the  existence  of  four  humours, 
from  the  deficiency  or  redundancy  of  which  de¬ 
pend  both  cohstitutionaf  character  and  the  various 
maladies  to  which  different  constitutions  are 
especially  obnoxious.  These  humours  are  the 
blood,  the  phlegm^  the  yellow  bile,  and  the  black* 
bile.  ■  He  also  conjectures  the  existence  of  three 
distinct. kinds  of  spirits — the  natural,  the  vital, 
and  the  animal ;  the  first  of  which  is  supposed 
to  be  a  .subtle-  vapour  .arisingjrom  the  blood,' 
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and,  being  conveyed  to  the  heart,  constitutes, 

.i  •  _ 

when  mixed  with  the  air  received  by  the  lungs, 
the  vital,  which  are  converted  into  the  animal 
spirits  in  the  brain.  These  three  kinds  of  spirits 
are  believed  to 'serve  as  instruments  to  respective 
faculties,  viz.  the  natural,  the  residence  of  which 
is  the  liver,  and  which  presides  over  and  regu- 
lates  nutrition,  growth,  and  generation ;  the 
vital,  which  has  its  seat  in  the  heart,  and  which 
communicates  warmth  and  preserves  vitality; 
while  the  animal  faculty  our  author  lodged  in 
the  brain,  and  supposed  it  to  be  the  immediate 
cause  of  sensation  and  motion,  and  at  the  same 
time  to  govern  and  direct  the  other  faculties,  all 
being  subordinate  to  one  primary  impulsive  prin¬ 
ciple — Nature. 

It  is  customary  for  those  who  write  the  liis- 
tory  of  medicine  to  pass  over,  as  scarcely  de¬ 
manding  notice,  the  intermediate  period  from 
the  time  of  Galen  to  the  epoch  of  the  Arabians.’ 
During  the  prevalence  of  ignorance  and  bar¬ 
barism  through  every  part  of  the  Roman  empire, 

philosophy  took  refuge  among  the  Saracens. 

% 
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The  school  of  Alexandria,  which  had  long  been 
in  repute,  was  still  the  resort  of  students  from  ^1 
quarters  of  the  world,  when  Egypt  was  conquered 
by  the  Arabians,  and  the  Alexandrian  library 
became  a  prey  to  the  furious  fanaticism  of  the 
followers  of  Mahomet.  The  destruction,  how¬ 
ever,  was  not  total ;  several  books  were  saved, 
and  especially  those  which  treated  of  medicine 
and  natural  philosophy. 

The  works  of  Aristotle,  of  Galen,  and  Hip¬ 
pocrates,.  were  translated  into  the  language  of 
the  Arabians,  but  for  those  of  the  two  former, 
as  more  in  unison  with  their  own  modes  of 
philosophizing,  the  Saracens '  almost  invariably 
evinced  a  decided  preference. 

Medicine  is  perhaps  no  otherwise  indebted  to  • 
the  Arabians,  than  in  the  addition  they  made 

I 

to  the  science  of  botany,  and  their  introduction 
^f  several  articles  into  the  materia  medica 
which  were  till  then  unknown^  and  are  now 
in  use. 


\ 
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>'  t> 

\ 

.  It' was  not  till  after  many  age's,',  that  the'  light 

of  learning  was  restored  to  Europe;  this  was 

partly  occasioned  by  the  intercourse  which  the 

crusades  .established  between  the  Europeans  and 

the  Saracens ;  and  at  length  the' revival  of  letters 

in  Italy  was  fully  effected  in  .consequence  of  the 

capture  of  Constantinople  by  the  Turks.  As 

learnings  during  the  convulsions  of  the  Roman 

empire  sought  an  asylum  in  the  east,  it  now, 

after  the  lapse  of  much  time,  took  refuge  in  its 

former  abode..’ The  Arabian  philosophy  and 

medicine,  were  'deprived  of  their  usurped  claims, 

and  it  was  discovered  that  .almost  all -this 

people  had  of  valuable,  either  in  science  or  art, 

were  gross  plagiarisms  from  the  antieht  Greeks 

and  Romans.  .  -  -  .3. 

> 

The  chemical  aera  of  medicine,  which  shortly 
followed  the  revival  of  learning  in  Europe,  seeing 
however  to  have  had  its  pri^n  in  Saracenic  phi- 
losophy.  The  first  alchemists  were/rbm  among 
the  Saracens;  and  it  is  byi^some* supposed' that 
those  writings,  which  were  not  devoted '  t^ 
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destruction  at  the  time  when  the  Alexandrian 
library  was  with  this  exception  consumed,  were 
saved  from  a  notion  of  their  containing  secret 
information  respecting  the  art  of  converting 
metals  into  gold,  of  curing  all  maladies  by  a 
single  remedy,  and  ‘of  conferring  immortality 
on  man.  •  ' 

At  the  head  of  the  European  alchemists  stands 
Paracelsus,  a  man  whose  temperament  and  talents 
were  both  such  as  were  calculated,  especially  at 
the  time  in  which  he  flourished,  to  awe  the 
minds  of  the  vulgar  and  extensively  to  influence 
public  opinion.  The  Greek,  Latin,  and  Arabian 
works  were  all  without  exception,  not  only  pro¬ 
scribed,  but  treated  by  Paracelsus  with'  the" ut¬ 
most  derision ;  and  the  present  day  is  not  want¬ 
ing  in  examples  of  fame  being  grounded  upon  ah 
affected  contempt  for  that  learning  which  the  con¬ 
temner  has  either  not  discrimination  to  appreciate, 

or  wants  inclination  or  opportunity  to  pursue. 

\ 

With  Paracelsus  and  those  of  his  sect,  all  was 
/  * 

chemistry,  but  a  chemistry  widely  different,  both 
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in  its  first  principles  and  in  its  practical  appli¬ 
cation,  from  that  truly  legitimate  and  useful 
science  which  in  the  present  day  bears  this 
appellation.  .  The  terms  of  effervescence,  ebuh 
lition,  fermentation,  and  deflagration,  were,  with¬ 
out  any  precise  signification,  all  pressed  into  the 
service  of  the  medical  art.  Amidst  this  con¬ 
fusion,  however,  several  ‘valuable  truths  were 
.elicited,  and  several  remedies  introduced  into 
practice,  which,  but  for  the  incautious  temerity 
of  the  alchemists,  might  have  still  remained  un¬ 
tried  and  unknown. 

Early  in  the  seventeenth  century.  Dr.  W, 
Harvey,  of 'London,  first  communicated  to  the 
world  the  discovery  of  the  circulation,  which 
always  and  deservedly  ranks  among  the  most 
important  discoveries  of  modern  philosophy,  the 
credit  of  which  belongs  by  right  to  Harvey, 
however  the  fact  may  have  been  obscurely  hinted 
at,  or  partially  anticipated  by  others,  and  which 
overthrew  at  onqe  the  vasf;  fabric  of  Galenic 
reasoning,  while  at  the  same  time  it  exposed 
the  absurdity  of  alchemic  hypotheses. 
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The  advantages,  however,  v^^hich  followed  the 
development  of  the  doctrine  in  question,  were  in 
the  first  instance  rather  negative  tharf  positive. 
Out  of  the  ruins  of  the  antient  arose  modern 
errors.  The  demonstration  of  Harvey  happened 

to  square  with  the  geometrical  genius  of  the 

✓ 

times,  and  all  medicine  was  now  mathematics, 
hydraulics,  mechanism,  and  laws  of  motion. 
The  reader  will  form  some  idea  of  the  futility 
of  this  species  of  philosophy,  when  he  is 
told  that  whik  by  one  the  power  of  the  heart 
is  estimated  at  a  few  ounces,  another  calculates 
it  at  one  hundred  and  eighty  thousand  pounds ! 

Previously  to  mentioning  the  discovery  of 
the  circulation,  and  the  doctrines  which  grew  out 
of  this  discovery,  it  would  perhaps  have  been 
more  in  order  to  have  noticed  the  exertions  of 
two  German  professors,  of  some  celebrity,  to 
effect  a  revolution  in  medical  reasoning  and 
practice. 

f 

*  / 

Every  one  who  is  acquainted  with  the  history 

of  chemistry,  is  familiar  with  the  names  of  Van 

n  2 
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I  * 

Helmont  and  Stahl ;  the  first  of  whom  is  con¬ 
sidered  the  last  of  the  alchemists,  and  whose 
death  completed  the  disgrace  of  the  universal 
medicine/’  Van  Helmont,  attentive  to  the  con¬ 
nection  of  the  stomach  with  almost  all  the 

r 

maladies  of  the  body,  formed  an  obscure  kind  of 
♦ 

conception  that  the  vital  principle  resided  in  or 
about  this  organ,  to  which  he  applied  the  name' 
pf  Archoeus;  he  supposed  that  this  had- the  su¬ 
perintendence  of  every  other  inferior  principle 
connected  with  the  phenomena  and  functions  of 
life ;  that  the  business  of  the'  physician  is  chiefly' 

to  study  the  requisitions  of  this  central  principle, 

•  ^ 

while  attention  is  at  the  same  time  to  be  given  to 
the  subordinate  ones ;  and  that  the  art  of  medi¬ 
cine  consists  in  knowing  how  to  call  them'  into 

I 

action  when  deficient,  or  of  repressing  their  in¬ 
ordinate  activity,  when  they  have  been'  pre- 
ternaturally  excited.  ^ 

The  theory  of  Stahl  is  more  general  and  meta¬ 
physical.  This  last  professor  was  not  so  solici¬ 
tous  to  discover  the  residence  of  the  superintend¬ 
ing  principle,  as  to  prove  its  rationality.  His 
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theory  is  shortly  as  follows ;  that  the  rational 
soul  of  man  has  the  government  and  manage¬ 
ment  of  his  body ;  that  by  virtue  of  its  intel¬ 
ligence,  perceiving  Jhe  tendency  of  noxious 

/ 

agents,  it  obviates  their  malignity,  by  exciting 
such  motions  in  the  body  as  are  calculated  to. 
operate  this  effect ;  that  what  we  call  disease  is 
an  effort  of  nature,  in  fact,  to  overcome  disease ;  ' 
and  that  the  physician  has  only  to  observe,  and 
if  necessary  regulate  the  aberrations  of  this  con- 

V 

servative — restorative  power. 

The  learned  and  justly  celebrated  Boerhaave 
came  forward  as  the  Galen  of  the  moderns,  with 
a  professed  intention  of  reviving  Hippocratic 
medicine,  and  adding  to- it  all  that  was  valuable 
in  the  science  of  the  times.  With  a  passionate 
ardour  for  chemistry  of  a  more  sober  and  legiti¬ 
mate  cast  than  that  to  which  we  have  above  re¬ 
ferred,  and  a  respectful  attachment  to  the  almost 
forgotten  antients,  he  framed  a  theory  of  medi¬ 
cine,  which  principally  turning  upon  the  chemi¬ 
cal  changes  that  take  place  in  the  solids,  but 
more  especially  in  the  fluids  or  humours  of  the 
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body,  has  been  denominated  the  humoral  patho¬ 
logy.  While  the  process  of  curing  diseases, 
cording  to  the  archoean  and  autocratic  theory  of 
Van  Helmont  and  Stahl,  consists  in  observing 
and  regulating  nature,  in  the  system  of  Boer- 
haave,  it  is  the  correction  or  expulsion  of  dif¬ 
ferent  species  of  acrimony,  or  of  morbid  viscidity 
on  the  one  hand,  and  tenuity  on  the  other,  in^ 
the  component  parts  of  the  physical  frame. 

Hoffman,  another  name  of  deserved  celebrity 
among  medical  systematics,  proposed  ani  acted 
upon  a  theory  very  different  from  that  of  Boer- 
haave,  arguing  that  the  changes  both  in  the 
quantity  and  quality  of  the  animal  fluids,  are 
consequent  upon,  and  not  the  primary  cause  of, 

changes  induced  in  the  living  fibre  or  solidum 

1 

vivens.  Uni  versa  pathologia  longe  rectius  atque 

facilius  ex  vitio  motuum  microcosmicorum  in 
solidis^  quam  ex  variis  affectionibus  vitiosoruiti 
humoj'um  deduci  atque  explicari  possit.”  This 
has  been,  perhaps,  properly  said  to  be  the  old . 
methodical  doctrine,  to  which  I  have  previously 
referred,  modified  by  the  opinions  of  Hippocrates 
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and  the  modern  discoveries  in  chemistry.  It  is 
the  theory  which  gave  birth  to  that  adopted  and 
taught  in  the  Edinburgh  university;  a  theory 
which  referred  the  origin  of  diseases  to  a  kind  of 
-spasmodic  stricture  of  the  small  or  extreme  ves¬ 
sels,  which  was  supposed  to  create  a  reaction  of 
the  larger  vessels,  and  thus  produce  the  commo¬ 
tion  by  which  disease  is  constituted ;  and  it  cer¬ 
tainly  approaches  nearer  in  its  character  to  that 
system  of  medicine,  the  merits  and  defects  of 
which  I  purpose  canvassing  more  at  large  in  a 
separate  chapter.  It  will  be  proper,  however, 
first  to  enquire  into  the  nature  and  objects  of 
system,  as  well  in  reference  to  that  particular 
science  to  which  our  attention  is  principally  to 
be  directed,  as  to  the  acquisition  of  knowledge 
in  general. 

. . 

v 

N 

Should  any  unprofessional  reader  have  ven¬ 
tured  thus  far,  he  will,  I  am  apprehensive,  be 
disposed  to  accuse  me  of  having  directly  departed 
from  my  original  proposal  of  giving  an  air  of 
popularity  to  the  present  work. , 

I 


( 
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May  I  request  such  reader’s  further  indulgence 
of  accompanying  me  a  little  longer  on  the  road, 
before  he  gives  way  to  the  tedium  of  travelling, 
or  breaks  out  into  exclamations  on  the  barren- 

I 

ness  of  the  prospects.  ’  ’  . 


-A  •.  •  -f  *  '  > 


.r  ) 


.  a 

r.fi 


■  » 


c » 


’v  r,* »  o.  ^  %  •’»  ,  *, 


,  ** 


r  f  ^  . 


fyr; 


>  i 


/  « 


.•  r^frcd  ,L:Xr-:j  :  .-r.’  jI  Iv;-''  - 

*  JL  A  . 

"  «  ;  hn.ij  o'l.  oi 

f  •  •  ?  *  ' 

rtri  ■-  •  ’  n'  (  <■ 

*.  J  ,  •  A  *  J  \.  •  ^  * 

Oi  vU;/!*'  ^ 


: .  •  A'.  ; 


4  - 


*  •, 


*  »  :  i 


r  •  * 


25 


6  ■ 


CHAPTER  III. 


In  the  preceding  chapter,  I  have  endeavoured 

t 

to  trace  the  successive  revolutions  in  medical 

/• 

theory  in  as  general  a  manner  as  the  subject 
would  admit,  for  the  purpose  of  rendering  in¬ 
telligible  the  following  reniarks  on  the  much 

agitated  and  still  contested  question  concerning 

♦ 

<  system  and  experience.  .  , 

•  I.  V-  ^  ,  ■  , 

I  ' 

There  is,  and  always  has  been,  a  class  of  men 

who  indiscriminately  decry  the  one  and  laud  the 

other;  who  contemn  reasoning  and  commend 

empiricism — not  perhaps  aware  that  experience 

and  empiricism,  the  Gods  of  their  idolatry,  are 
-  « 

themselves  system.  To  experience,  is  to  know ; 
to  know,  is  to  infer ;  to  infer,  is  to  reason ;  and 
to  reason,  is  to  systematize.  A  system,  in  its 
proper  signification,  is  not  then  an  invention, 

7 

hut  a  scheme  which  unites  many  things  in 

✓ 

order,  and  it  is  thus  impossible  not  to  sys- 
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tematize;”  for  to  learn,  we  must  not  merely 
observe,  but  we  must  collect,  connect,  arrange, 

I 

and  compare;  from  this  collation  and  arrange- 

t 

ment,  we  come  to  rnake  certain  deductions, 

which  deductions  constitute  the  whole*  of  our 

\ 

'  knowledge.  ^  :  v 

•  .  y  ‘  ■ 

t  \ 

j  I 

I 

It  is  indeed  this  capacity  for  generalizing  par¬ 
ticulars,  and  deducing  inferences,  that  elevates 

man  above  the  brute,  and  stamps  him  with  the 

/ 

character  of  rationality.  The  brute  is  furnished 

.  with  senses  to  observe,  and  capacity  to  recollect ; 

but  this  observation,  and  this  recollection,  are 

confined  to  particular  facts  and  unconnected 

events.  He  is  not  led  by  one  phenomenon  to 

the  observation  of  another,  and  thus  induced 

'  to  register  the  two  as  similar  appearances.” 

« 

-  V  • 

It  is  the  abuse,  and  not  the  use,  of  system,  to 

■ .  \ 

which  any  objection  can  with  propriety  be  ad¬ 
vanced  ;  and  here,  there  is  ample  scope,  so  many 
are  the  sources  of  fallibility  in  man,  for  much 
and  weighty  objection.  -  '  »  ' 

r*  * 
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The  numerous  causes  of  error  to  which  a  sys¬ 
tem  is  obnoxious,  may  perhaps  be  included  under 
four  general  heads,  to  which,  for  want  of  more 
appropriate  terms,  we  may  apply  the  denomina^ 
tions  of  Empirical,  Hypothetical,  Metaphysical, 
and  Physical 

The  first  may  be  defined  that  system  which 
makes  wrong  inferences  or  hasty  deductions, 
either  from  an  omisssion  or  erroneous  arrange¬ 
ment  of  some  of  the  materials  out  of  which  it  is 
formed.  Thus,  if  I  find  opium  to  relieve  pain, 
and  meeting  with  pain  in  another  individual,  I 
find  the  same  effect  result  from  its  administra¬ 
tion  ;  if,  in  consequence  of  these  observations,  I 
predicate  of  opium  that  it  is  universally  an  ano¬ 
dyne,  I  come  to  a  conclusion  that  is  empirical. 


*  I  am  sufficiently  aware  that  the  second  of  the  above 

epithets  does  not  in  strict  propriety  stand  opposed  to  the 

1 

two  succeeding :  but,  still  as  more  explicative  of  my  mean¬ 
ing  than  any  others  which  occur  tb  my  mind,  I  have  been 
disposed,  for  the  sake  of  clearness,  to  pass  over  this  ap¬ 
parent  inconsistency.  , 


.  E  2 
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I 

An  hypothetically  erroneous  system  is  that 
which  draws  conclusions  from  a  supposed,  but 
not  justly,  conceived  similarity  between  phe¬ 
nomena  that  are  not  so  immediately  obvious  to 
our  senses/  Thus,  if  discontented  with  the  mere 

circumstance  of  pain  being  mitigated  by  opium, 

/ 

'  I  ascertain  some  other  effects  which  have  fol¬ 
lowed  its  use,  and  infer  that  it  is  by  virtue  of 
its  producing  these  latter  the  former  ha^  been 
occasioned,  my  Inference  is  hypothetical. 

V 

V 

A  system  which  is  metaphysically  erroneous, 

i  •  y 

.  is  formed  upon  our  supposed  capacity  of  pene¬ 
trating  into  the  arcana  of  nature  in  a  mariner 
that  is  denied  to  human  intellect,  or,  as  it  has 
been  well  expressed,  from  the  groundless  be- 

I 

lief  that  we  are  acquainted  with  the  nature  of 
causation*;”  a  belief,  which  led  the  antients 
into  all  their  mistakes,  and  engendered  that  bar¬ 
barous  abuse  of  human  powers,  which  goes 
under  the  name-  of  scholastic  philosophy. 


*  See  Preface  to  Observations  on  Darwin’s  Zoonomia,  by 
Thomas  Brown,  JEsq.  ' 
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'The  physical  errors  of  systematizing  are  con¬ 
stituted  by  endeavours  to  adapt  the  terms  and 
apply  the  doctrines  of  one  depailment  of  science 
to  that  of  another,  the  phenomena  and  laws  of 
which  are  widely  different,  and  of  using  words 
to  express  facts,  without  having  previously  at¬ 
tached  a  precise  signification  to  the  words  them¬ 
selves. 


If  there*  be  any  justice  in  these  observations, 
they  will  serve  to  shew  the  futility  and  presump¬ 
tuousness  of  that  spirit  which  opposes  experience 
to  reasoning,  and  prefers  empiricism  to  system. 
But  as  the  establishment  of  these  principles  is 
singularly  important  with  reference  to  the  cause 
I  am  to  advocate,  namely,  the  superiority  of 
modern  to  antient  medicine,  I  must,  beg  the 

reader’s  patience  while  I  resume  each  of  the 

/ 

above  definitions,  and  treat  of  them  a  little  more 
in  detail. 

An  anecdote  by  the  late  Dr.  Moore,  just  now 
occurs  to  my  recollection,  which,  unless  I  am 
much  mistaken,  will  well  serve  to  illustrate  the 
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nature  of  mere  experience.  A  French  student 
of  medicine  lodged  in  the  same  house  in  London 
with  a  man  in  a  fever.  This  poor  man  was 
continually  teazed  by  the  nurse  to  drink^  though 

he  nauseated  the  insipid  liquids  that  were  pre- 

\ 

sented  to  him.  At  last,  when  he  was  more  im¬ 
portunate  than  usual,  he  whispered  in  her  ear. 
For  God’s  sake  bring  me  a  salt  herring,  and 
I  will  drink  as  much  as  you  please.”'  The  woman 
indulged  him  in  his  request;  he  devoured  the 
'  herring,  drank  plentifully,  underwent  a  copious 
perspiration,  and,  recovered.  The  French  student 
inserted  this  aphorism  in  his  journal.  A  salt 
herring  cures  an  Englishman  in  a  fever.  On  his 
return  to  France,  he  prescribed  the  same  remedy 
to  the, first  patient  in  fever  to  whom  he  was 
called.  The  patient  died ;  on  which  the  student 
inserted  in  his  journal  the  following  caveat. 
N.  B.  Though  a  salt  herring  cures  an  English¬ 
man,  it  kills  a  Frenchman. 

t 

I  ^ 

The  above  affords  a  fair  specimen  of  the  in- 
,  ferences  that  are  formed  and  practice  that  is 
directed  by  mere  empirical  experience ;  and  let 


/ 


t 


the  reader  lay  it  to  heart,  who  is  accustomed  to 
censure  reasoning  as  an  unnecessary  appendage 
to  practical  observation.  If  the  narrative  be 
invented,  it  is  at  least  well  conceived,  and  is  a 
fair  sample,  as  I  have  just  observed,  of  daily 

occurrences — of  collection  of  facts  without  ar- 

\ 

I 

rangement  and  without  judgment.  /  , 

Will  the  reader  permit  me  to  extend  the  illus¬ 
tration  of  the  point  in  question  a  little  further  ? 
We  will  suppose  an  individual  to  be  afflicted  with 
that  malady  which  is  properly  regarded  the  en¬ 
demic  of  Britain — a  cough ;  this  disorder  shajl  be 
remedied  or  cured,  by  the  use  of  any  medicine  to 
which  the  subject  of  it  may  have  been  acciden-^ 

t 

\' 

tally  directed.  Now  this  remedy  becomes, 
perhaps,  in  his  mind,  a  remedy  for  cough  uni¬ 
versally— a  specific ;  and  what  reasoning  can  be 
more  fair,  what  inference  more  obvious,  than 
that  if  I  am  relieved  of  a  certain  malady  by  a 
certain  medicine,  my  neighbour  having  the  same 
malady,  has  only  to  make  use  of  the  same  cor¬ 
rective?  Here  is  observation,  deduction,  sys- 

( 

tern ;  but  unfortunately  it  is  miserably  defective 


\ 


/ 
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'%  ^  '  ' 

/ 

in  the  materials  from  which  it  is  manufactured- 
The  inference  is  of  the  same  nature  with  the  ^ 

-  I  * 

Frenchman’s  axiorn,  inasmuch  as  those  disorders 

which  by  the  use  of  a  generic  term  are  identified, 

may  have  no  more  real  alliance  than  Cdroebus  - 

had  to  the, Greeks  when  concealed  by  the  ar- 

*  * 

mour  of  Androgeos. 

I  have  been  induced  to  prefer  the  example  of 
cough  before  any  other  derangement  in  the 
oeconomy,  because  it  is  one  of  the  most  commoii 
subjects  bf  melancholy  mistake  on  the  part  of 
the  public,  and  because  I  have  an  instance,  now, 
fresh  In  my  memory,  which  marks  fhe  principle 
I  am  aiming  to  establish  with  the  strong  charac¬ 
ter  of  afflictive  truth.  The  instance  to  which  I 
allude  is  th^t  of  a  poor  man  who  has  just  come  to 
/me  from  a  neighbouring  village  in  the  last  and 
hopeless  stage  of  a  consumption,  which  has  sue- 

*  *  I 

.  ceeded  to  inflammation  of  the  lungs,  that  inflam- 

■  mation  having  been  principally  characterized  by 

✓ 

'  a  frequent  cough ;  for  this  cough  he  was  advised 
to  take  some  quack  medicine  (I  have  never  the 
•  least  concern  to  enquire  what  such  medicine  is), 

\ 

4 '  \ 
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which  added  artificial  to  diseased  irritation,  and 

* 

the  lungs  have  run  into  that  extent  of  ulceration, 
which  is  far  beyond  the  reach  of,  at  least,  our 
present  acquaintance  with  remedial  agents.  Now 
the  distressing  part  of  this  case  consists  in  the 
poor  fellow  having  been  prevented  from  timely 
application  to  proper  and  probably  then  effective- 
sources  of  relief,  by  the  hope  of  recovery  from 
that  medicine  which  in  another  had  relieved  a 
cough. 

To  some  of  my  readers  an  apology  may  here 
be  due  for  engaging  in  a  discussion  of  truths 
which  are  so  exceedingly  obvious;  to  others, 
however,  I  shall  not  have  tendered  an  unaccep-, 
table  service,  by  opposing  in  toto  the  principle 
of  quackery,  not  of  objecting  as  the  manner  of 
some  is  to  individual  articles  which  have  ob¬ 
tained  the  letters  patent  of  government.  The 
whole  system  is  absurd  and  dangerous,  let  the 
merit  or  demerit,  the  virtuous  or  poisonous 
qualities  of  the  substances  employed  be  what 
they  may,  however  designated  or  howwer 
charged,  whether  mineral  or  vegetable,  wliether 

F 
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sold  at  half  a  crown  oj  the  more  politic  price  of 
half  a  guinea  the  bottle — more  politic,  because 
medicine,  like  other  ware,  is  by  many  valued  in 
the  ratio  of  its  cost.  ' 

Before  I  quit  .this  part  of  my  subject,  and  I 
\  ' 
shall  have  again  to  refer  to  it  when  treating  on 

**  4 

S 

'  popular  medicine,  it  may  be  proper  to  meet  and 
oppose  the  charge  of  interested  incentives  which 
perhaps  may  be  preferred  against  an  individual  of 
the  profession  for  thus  entering  his  protest 
against  unprofessional  and  empirical  practice. 
In  reply  to  this  objection,  I  do  most  sincerely 
affirm  my  belief  in  the  advantage  to  the  profes¬ 
sion,  as  far  as  mere  motives  of  interest  are  con¬ 
cerned,  from  the  increase  of  irregular  prac¬ 
titioners.  Ask  the  well  instructed  and  ingenious 

4 

watch  .maker,  whether  the  multiplication  of 

% 

pretenders  to,  without  a  knowledge  of  .the 

\ 

mechanism  and  requisitions  of  a  time  piece, 
'were  more  to  his  injury  or'  advantage  ?  In  pre- 
cisely  the  same  predicament  to  the'  regulars  in 
medicine  stand  in  relation  to  quacks,  excepting 

I 

that  their  feelings  are'  more  painfully  exercised 


s 


/ 
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\ 


in  contemplating  the  infatuated  victims  to  the 
frauds  of  artifice  or  the  mistakes  of  benevolence. 

Having  thus  considered  the  errors  of  quack- 
cryj  and  endeavoured  to  prove  the  absurdity 
of  placing  experience  in  opposition  to  reason,  I 
shall  now  go  on  to  make  one  or  two  further 
observations  on  the  deficiencies  and  redundan- 

I 

cies  of  the  medical  art,  in  relation  to  those 
other  modes  of  deducing  inferences  which  I 
have  attempted  above  to  describe  ;  and  the  order 
of  our  subject  leads  me  first  to  mark  more 
definitively  the  boundaries  which  divide  the  sys¬ 
tems  of  empiricism  and  hypothesis, 

s 

\ 

As  an  empirical  inference  which  truth  does 
not  own  is,  if  I  may  so  express  it,  passively  defec-. 
tive  from  defective  information,  so  the  pther  has 
more  the  character  of  suppositious  or  invent 
tive  error — it  is  in  a  degree  the  difference  between 
folly  aud  insanity ;  between  the  conceptions  of 
an  ideot  and  the  conceptions  of  a  maniac.  To 
illustrate.  It  has  before  been  said  that  to  attach 

.r  I 
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an  universally  anodyne  power  to  opiurn^  inas- 

,  much  as  it  has  been  found  to  relieve  pain  in  one 

\ 

or  two  instances^  is  an  empirical  incomformity  to 
truth ;  the  systematic,  aware  of  this,  endeavours 
to  bring  all  his  observation  to  bear  upon  the 
subject;  he  finds  that  violent  pain  is  compatible 
with  and  apparently  consequent  upon  two  con-^ 
ditions  of  the  animal  frame,  which  are  directly 
opposed  to  each  other.  When  this  expression 
of  disorder  is  combined  with  a  full  and  vigorous 
State  of  the  system,  he  has  experienced  often 
that  the  agent  in  question  tends  rather  to  aug-  ^ 
ment  than  to  allay  that  perturbation  and  its  con- 

I  ^ 

sequences,  to  diminish  which  it  was  employed. 
From  these  facts  he  shall  perhaps  draw  the  in¬ 
ference,  that  opium  relieves  pain  by  Virtue  only 

* 

of  its  stimulating  or  exciting  property;  from 
which  inference  he  shall  deduce  another  and 

more  comprehensive  doctrine,  viz,  that  all  those 

'  \ 

substances  or  powers,  which  acting  upon  the. 
animal  system,  in  seemingly  different  ways,  have 
acquired,  from  partially  and  incorrectly  viewing 
the  subject,  actually  different  denominations. 


I 
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are  susceptible  of  one  broad  principle  of  ex¬ 
planation,  namely,  that  of  urging  the  vital 
powers  into  increased  action; 

I 

Were  this  conclusion  correct,  no  one  could 
doubt  its  incalculable  importance  both  in  re¬ 
ference  to  physiology  and  practice;  but  it  is  the 
duty  of  an  dndividual  engaged  in  the  pursuit  of 
truth,  to  try  the  doctrine  by  the  touchstone  of 
further  observance,  and,  without  prejudice  or 
partiality,  to  modify  the  axiom  according  to  the 
information  of  his  researches. 

/ 

Now  the  author  of  the  doctrine  just  noticed 
has  been  fully  justified,  even  by  the  severest  laws , 
of  philosophizing,  in  its  conception  and  even 
enunciation ;  but  the  danger,  in  the  present  in¬ 
stance,  consists  in  such  author  being  more 
anxious  by  his  future  researches  to  establish  the 
validity  of  his  system,  than  to  enquire  after  truth. 

I 

He  conceives  a  parental  partiality  to  his  prin- 
ciples  ‘  as  his  offspring,  and  should  facts  even 
force  themselves  upon  his  notice,  which  might 
bave  ^  tendency  to  create  a  suspicion  of  their 
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legitimacy,  he  voluntarily  shuts  his  eyes  against 
such  evidence,  and  perseveres  in  owning,  main¬ 
taining,  and  defending  them.  > 

^  V 

.  Here,  then,  we  find  the  routiner  and  the  man 

of  system  in  some  measure  .to  join  issue — the 

one  being  misled  by  precedence  and  experience, 

the  other  by  dogma  and  doctrine.  But  still  let 

US  not  hesitate  to  give  the  decided  preference  to 

th^at  which  may  be  named  the  more  philosophic 

error.  '  In  the  first  place,  by  boldly  stepping  for- 

ward  into  the  field  of  generalization,  our  sys- 

tematic  has  advanced  positions,  which  if  not  true 

have  at  least  a  tincture  of  truth,  or  at  the  worst, 

'  * 

has  thrown  out  to  his  unbiassed  and  unprejudiced 
cotemporaries  or  successors,  materials  *  upon 
which  their  judgment  can  be  exercised  and  theiii 
minds  instructed.  That  this  has  been  niost  con-* 
spicuously  the  case  in  respect  to  a  late  medical 
reformer  of  much  celebrity,  we  shall,  I  think, 

'  perceive  in  the  prosecution  of  our  researches. 

And,  further,  with  regard  to  the'  influence 
which  even  a  bigotted  attachment  to  system,  is 


i 
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calculated  to  possess  over  the  minds  of  individuals, 

I, 

we  shall  find  it  to  be  less  injurious  in  a  practical 
point  of  view  than  might  be  imagined.  While 
the  empirical  nurse  contumaciously  adheres 

I 

to  the  practice  of  torturing  your  infant  by  the 

fillets,  rollers,  bandages,  and  other  cruel  im- 

\ 

plements  of  the  nursery,  because,  and  only 
because  her  predecessors  in  the  art  and  mystery 
of  nursing  have  done  so  before  her,  while  the 
gossiping  and  the  empirical  pour  down  their 

draughts  for  no  weightier  reason  than  that  the 

‘1 

same  medicines  have  been  administered  to  others 
in  similar  situations ;  the  systematic,  I  am  per- 
^  suaded,  however  painful  it  might  prove  to  act 
contrary  to  his  preconceptions,  would  pay  the  first  ’ 
attention-  to  the  bedside  call  of  nature,  reason, 
and  true  experience ;  and  even  while  combating 
disease  under  the  banners  of  Brunonianism,  would 
forsake  his  cause  rather  than  his  patient 


*  I  can  recollect,  when  fresh  from  the  university,  and 
young  in  the  practice  of  medicine,  it  was  with  painful  feeling 
that  I  often  found  myself  incapable  of  reconciling  the  dic¬ 
tates  of  experience  with  the  doctrines  of  Brown  j  and  in  this 
juvenile  partiality  to  system  I  conceive  myself  not  to  have 
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On  the  two  other  sources  of  error  in  medical 
reasoning,  I  will  endeavour  to  be  brief,  because 
these  last  are  less  immediately  operative  upon 
the  practice,  and  have  rather  reference  to  the 
general  body  of  physiological  and  pathological 
doctrines*  ^  . 

I  have  already  sufficiently  explaltied  what  I 

I 

mean  by  metaphysical  error,  and  in  the  words  of 
an  author  deserving  still  more  celebrity  than -he 
has  obtained,  stated,  that  it  has  its  origin  in  the 
groundless  belief  of  mankind  that  we  are  ac-- 
quainted  with  the  nature  of  causation :  it  is  this 
belief,  with  the  suggestions  to  which  it  has  given 
birth,  that  has  bewildered  the  ingenious,  terrified ; 
the  timid,  confirmed  the  sceptical  in  his  doubts,  and 

which  has  blended  science  and  truth  with  poetry 

\ 

and  fiction ;  a  belief  which  has  happily  lost 
ground  under  the  good  sense  and  well  regulated- 

rationality  of  the  present  times,  as  the  clouds  of 

•  ^  \ 

the  morning  are  dissipated  by  the  noonday  sun. 


been  singular,  JBut  it  surely  does  not  suppose  any  particular 
share  of  sensibility  to  deem  the  fate  of  our  patients  of  superior 
consequence  to  , the  fate  of  our  tlieories. 
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I  rccollect  an  illustration  of,  the  tendency  that 

\ 

this  mode  of  philosophizing  has  to  bias  the  un- 

/ 

derstanding  and  blind  the  perceptions,  which  is 
well  given  by  Dr.  Beddoes  in  his  masterly  edition 

of  the  Elementa  Medkince  of  Brown ;  ’ahd  which 

'  /  ‘ 

I  recollect  to  have  heard  referred  to  by  my  friend 
Dr.  Reid  in  his  lectures.  In  treating  of  that 

I 

.  obscure  subject,”  says  Dr.  B.  the  coagulation 
of  the  blood,  Mr.  Hunter  observes  ^  that  it  some^ 
^  times  takes  place  very  quickly,  as  in  mortifi- 
^  cation ;  but  then  it  is  to  answer  some  good 
^  purpose,  and  arises  from  necessity^  ivhich  appears 
^  to  act  as  a  stimulus^  in  disposing  the  hjpod  to 
^  coagulate^  It  ma}^  be  laid  down  as  a  rule  in 
logic,”  continues  Dr.  B.  that  general  terms 
ought  never  to  be  employed,  unless  we  can  sub¬ 
stitute  particular  terms  expressive  of  appearances 
in  their  place,  Mr.'  Hunter  confesses  his  ig- 

I  V 

norance  of  those  changes  which  he  comprehends 
under  the  phrase — stimulus  of  necessity.  It  is 
manifest  therefore  that  it  refers  to  nothing  cog¬ 
nizable  by  sense;  and  his  position  amounts 
simply  to  this,  the  blood  coagidates  because  it  must 
poagidateP  '  , 


f 


j 


/  » 
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✓  I 

i 

In  like  manner  the  IVOffMOV  of  Hippocrates^  the 
Natura  of  Galen,  the  rational  soul  of  Stahl,  the 

I 

/ 

Archoeus  of  Helmont,  and  the  vis  naturae  medi- 
% 

catrix  of  others,  have  proved  so  many  ignes,fatuii' 
to  mislead  and  betray  theorists  into  the- quag¬ 
mires  of  false  philosophy ;  for,  when  nominal  are 
substituted  for  real  essences,  they  leave  us  in  the 

f 

^ame  state  of  ignorance  as  before  we  commenced 

t 

our  researches,  and  are  objectionable,^  inasmuch 
as  they  serve  to  cherish  the  belief  that  we  are 
advancing  in  science,  when  in  truth,  if  not  going 
retrogade,  we  are  at  least  in  pursuit  of  something 
.  that  still  remains  and  ever  will  continue  at  the 
same  distance.  We  try  to  gain  the  horizon ; 
we  attempt  to  grasp. the  rainbow;  and  are  thus 
diverted  from  the  interesting  objects  which*  are 

A 

profusely  scattered  in  our  path,  and  which  we 
might  have  noticed  and  profited  by,  in  passing 
over  this  ground,  had  not  our  views  been  mainly 
_  directed  to -one  unattainable  object.  We  forego 
the  substance  of  real  knowledge  to  embrace  the 
shadow  of  false  theory.  .  '  '  '  ^ 

.  -  .  .  y 

4 

Lastly,  of  physical  errors  in  philosophizing,  or 


/ 
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the  improper  application  of  the  laws  and  language 
of  one  science  to  the  explication  of  another,  at 
the  expence  of  observation,  of  reason,  and  of 
truth.  .  ■ 

V  '  ,  ' 

The  tutor  of  Pickle  was  scarcely  more  at  fault 
in  demonstrating  by  diagrams  his  pupils’  deviation 
from  the  right  line  of  conduct,  than  some  patho¬ 
logists  have  been  by  their  perversion  of  philoso¬ 
phy  in  the  manner  now  referred -to.  Inves¬ 
tigations  relative  to  medicine”  (I  find  it  observed 
in  the  same  page  to  'which  I  had  turned  for  the 
extract  from  Mr.  Hunter)  have  been  carried 
on  just  as  rationally,  as  if  to  discover  the  quaii- 

I 

ties  of  the  horse,  the  naturalist,  were  to  direct  his 

attention  to  the  movement  of  a  windmill”  The 

\ 

reader  need  only  to  revert  to  the  very  slight  . 
sketch  of  medical  history  contained  im  the  pre¬ 
ceding  chapter,  and  iie  will  readily  subscribe  tp 
the  above  remark. '  ^  The  human  body  has  now 
been  converted  into  a  chemical  alembic,  now  into 
a  hydraulic  machine,  ‘  its  functions  have  been 
explained  at  one  time  by  numbers,  at  another  by 
forms,  and  at  another  by  figures;  and  such 

(r  Oil 
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;  conceptions/  and  such  expositions,  have  ofteri 
proved  quite  as  much  at  variance  with  reason,' 
as  the  practice. of  the  poor  peasants  in  Cornwall,’ 
who  we  are  told,  calculating  upon  the  explosive 
power  of  gunpowder,  swallow  it,  after  receiving 
the  infection  of  small  pox,  in"  order  to  make  the 
eruptions  appear;  as  the  man  of  whom  Boer- 
haave  speaks,  who  to  qualify  himself  for  a  run¬ 
ning  footman,  dieted  himself  with  hares'^  or  as 

/ 

the  prescriber  of  greyhound  broth  for  a  surfeit, 
occasioned  by  hare  soup,  ^  ^  '  \ 


But,  it  iS'  easier  to  ridicule  than  to  remedy— to 

trace  the  track  of  error,  than  describe  the  line  of 

'  truth ;  and  the  reader  has  a  right  to  enquire  the 

grounds  upon  which  the  medical  philosophers  of 

/ 

/ 

modern  times  argue  their  comparative  freedom 
from  the  faults  of  their  forefathers.  ’  i*  *  •  : 


I 

*••  •  ■  •  yr\ 

/ 

I  answer  for  them  briefly,  that  they  are  careful 
to  analyze  and  compound  the  elements  of  their 

I  _  I 

knowledge ;  th^t  they  are  industrious  to  separate 
that  which  is  conceived,  from  that  which  is  de¬ 
duced  ;  that  they  remain  content  with  ultimate 


facts,  in  place  of  restlessly  seeking  for  final 
causes;  and  lastly,  that  in  the  true  spirit  of 
eclectic  philosophy,  they  seek  for  truth  beyond 
the  sphere  of  authority,  and  follow  science  un¬ 
trammelled  by  sect. 

Whether  these  positions  are  substantiated, 
and  how  many^are  the  exceptions  to  their  full  ad¬ 
mission,  it  will  be  for  the  reader  to  determine 

I 

when  he  has  gone  over  the  remaining  pages  of 
the  present  treatise.  I  shall  now  proceed  to 
offer  a  few  remarks  on  that  system  of  medicine, 
which  with  all  its  faults,  and  many  it  contains, 
has  in  my  mind  considerably  co-operated,  with 
the  tendency  of  the  times,  to  introduce  into 
medicine  this  spirit  of  independent  inquiry  and 
correct  reasoning.  •'  -  > 


s 
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CHAPTER  IV.  I  ^  ’ 

■■■'or' 

; 

More  than  twenty  years”  says  Dr.  Brown  in 
his  preface  to  the  El'ementa  Medicinae,  “  have 
been  employed  by  the  writer  of  this  work  in 
learning,  teaching,  and  scrutinizing  with  diligence, 
every  part  of  medicine.  During  the  first  five  .of 
this  period,  he  gave  implicit  belief  to  the  doctrines 
in  which  he  was  educated,  and  regarded  them  as 

acquisitions  of  value.  His  employment  th.e  next 

\ 

five  years  was  to  explain  and  polish  the  several 
particulars.  In  the  five  .following,  nothing 
having  proved  satisfactory,  he  began  in  common 

with  many  eminent  men,  and  even  with 'the 

/ 

vulgar,  to  deplore  the  healing  art  as  made 
up  pf  uncertain  and  incomprehensible  principles. 
The  whole  of  this  time  then,  which  might 
have  been  engaged  in  valuable"  pursuits,  w^s 
consumed  in  unavailing .  inquiry ;  and,  it  -was 
not  until  between  the  fifteenth ,  and  twentieth 

t 

year,  that  the  light  of  truth  broke  upon  his 
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mind^  like  the  dawn  of  day  upon  a  wandering 
and  benighted  traveller*.” 

/ 

He  "proceeds  to  inform  us  of  the  manner  in 
which  he  was  first  induced  to  suspect  the  autho¬ 
rity^  and  finally  led  to  detect  the  errors  of  the 
schools ;  after  which  we  have  a  statement  of  his 
own  opinions  respecting  the' functions  andsuscep- 

A 

tibilities  of  animated  nature.  He  assumes  the 
existence  of  a  principle  inherent  in  the  living 
fibre,  through  the  medium  of  which  every 
agent  influencing  the  system  invariably  acts — 


*  Ab  hujus  operis  scriptore  viginti  ampliiis  anni_,  discen- 
'  do,  docendo,  nullas  medicinae  partes  non  diligenter  stra- 
tando  consumpti.  Quorum  annorum,  quinque  primi,  aliunde 
accipiendo,  accepta  cognoscendo,  credendo,  quasi  pretiosam 
possessionam  occupando :  proximum  lustrum,  singida  cla- 
rius  explanando,  subtilius  excolendo,  poliendo  ^  tertium  du- 

I 

bitando,  quia  nihil  ad  mentem  processerat,  algendo,  cum 
multis  Claris  viris,  cum  ipso  vulgo,  pro  incerta  penitus,'et 
incomprehensibili  salutiferam  artem  deplorando  3  sine  fructu, 
sine  dulcissima  rerum  menti,  luce  veri,  praeteriere,  tanta 
cadud  et  brevis  aevi  mortalis  pars,  tarn  opima  periit.  Solo 
quarto  lustro,  veluti  viatori,  ignota  regione,  perditis  viae 
vestigiis,  in  umbra  noctis  erranti,  perobscura  quaedam,  quasi 
prima  diurna,  lux  demura  adfulsit.”  Bmnonis  Elementa 
Medicinae.  Praefatio. 


V 
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■  ‘  I 

whether  this  agency  be  external  or  internal,  phy- 
sical  or  mental,  medicinal  or  dietetic ;  none  of 
which,  according  to  our  author,  are  capable  of 
effecting  a  direct  and  essential  change  of  any 
kind  on  the  living  principle,  their  priniary  ope¬ 
ration  being  without  exception,  that  merely  of 
exciting  the  animated  fibre  into  action — .an 
action  produced  upon  principles  entirely  dif- 

'  t  , 

'  ferent  from'  the  impulse  of  mechanism,  or  the 

attractions  of  inanimate  matter” — ^^^that  the 

'  1 

deviations  from  the  healthy  state  is  not  either 
repletion  or  inanition,  or  changes  in  the  qualities 
of  the  fluids,  whether  of  an  acid  or  an  alkaline 
nature,  or  the  introduction  of  foreign  matters 
into  the  system,  .or  a  change  of  figure  in  the 
extreme  particles',  or  a  disproportion  in  the  dis¬ 
tribution  of  the  blood,  or  an  increase  or  decrease 

of  the  powers  of  the  heart  as  regulating  the  cir-. 

■  ♦ 

culation,  or  a  rational  principle  governing  the 
actions  of  the  body,  or  an  alteration  of  the  ex¬ 
treme  particles  as  being  of  too  large  or  too  small 
a  size,  or  an  alteration  in  the  pores  as  being  too 

j 

narrow  or  too  capacious,  or  a  constriction  of  the 
superficial  vessels  from  cold,  or  a  spasjn  of  these 
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*  S  V 

vessels  producing  a  reaction,  as  it  has  been  called, 

of  the  heart  and  arteries,  or  any  thing  that  has 

yet  been  thought  of  respecting 'the  cause' and 
✓  ^ 

nature  of  the  morbid  state.  On  the  contrary, 
health  and  disease  are  the  same  state,  depending 
on  the  same  cause,  that  is  excitementy  varying 
only  in  degree,  and  that  the  powers  producing 
both  are  the  same,  sometimes  acting  with  a 
proper  degree  of  force,,  at  other  times  either  with 
too  much  or  too  little ;  that  the  whole  and  sole 
province  of  the  physician  is  not  to  look  for  mor¬ 
bid  states  and  remedies  which  have  no  existence, 

but  to  consider  the  deviation  of  excitement  from 
* 

the  healthy  standard,  in'  order  to  remove  it  by 
proper  means.” 

* 

Now  could  this  position  be  substantiated,  or 
proved,  that  from  the  variation  of  excitement  (in- 
citatio)  alone  the  origin  of  every  malady  may  be 
traced  and  its  treatment  regulated,  this  excite¬ 
ment  itself  knowing  no  difference  but  in  degree ; 
there  would  remain  no  doubt  that  all  the  doc¬ 
trines  and  theories  which  had  been  conceived 
* 

and  promulgated  by  the  predecessors  of  Brown, 
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'  I 

from  the  commencement  of  medicine  down¬ 
wards^  must  at  once  tumble  to  the  ground ;  and 
no  man,  with  sense  to  discern  or  discrimination 
to  judge,  would  hesitate  to  give  an  affirmative 
reply  to  the  following  confident  demand  of  our 
reformer  in  reference  to  his  own  principles. 

Whether  the  medical  art  hitherto  conjectural, 
uncertain,  and  in  the  great  body  of  its  doctrines 
false, .  is  not  at  length  reduced  to  a  science  of 
demonstration,  which  may  be  denominated  the 
science  of  life  ' 

*  w  * 

But  unfortunately  for  medicine  and  mankind, 

the'  simplification  which  Brown  demanded  from 

\ 

nature,  nature  refused  to  supply;  and  I  am 
sorry  to  add-  that  throughout  the  Elementa 

Medicinae  we  find  almost  every  where  a  deter- 

,  .  .. 

mined  spirit  on  the  part  of  the  author,  not 
merely  to  make  facts  bend  to  system,  but  to 
deny  or  question  facts,  irreconcilable  with  his 


*  See  the  English  edition  of  Brown’s  Elements  of  Medi¬ 
cine,  edited  by  Dr.  Beddoes,  or  that  more  recently  pub¬ 
lished  by  Dr.  Brown’s  son,  William  Cullen  Brown,  M;D... 
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system,  in  themselves  established  and  unques¬ 
tionable. 

In  remarking  on  Brown’s  doctrines,  it  may  be 
observed  in  the  first  place,  that  should  we  con¬ 
cede  to  his  position  that  fibrous  excitement  is  a 
necessary  and  universal  preliminary '  to  every 
other  change  operated  upon  the  living  body, 
siich  concession  could  not  be  made  without  the 
qualification  of  difference  in  the  kind,  as  well  as 
in  the’  degree  of  action  or  excitement  thus  pro¬ 
duced.  Who  but  a  determined  systematic  would 
contend  for  the  identity  of  agency  in  opium  and 
vitriolic  aether.  Both  the  one  and  the  other 
stimulate  or  excite ;  granted,  but  do  we  find  no 
variation  in  the  mode  in  which  their  exciting 
powers  are  developed  ?  In  fact,  the  ad  ahsurdum 
extreme  of  inference  from  Brown’s  fundamental 
datum  would  be  the  reduction  of  all  medicines 
into  one ;  for  were  there  no  difference  but  in 
energy  between  opium  and  aether  (to  go  [on 
with  our  examples)  the  one  by  an  incr'Case  of 
decrease  of  dose  might  unquestionably  be  em¬ 
ployed  to  the  total  exclusion  of  the  other. 


^  H  2 
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\ 

A  second  error,  which  our  author’s  generaliz¬ 
ing  disposition  led  him  to  embrace,  respects  the 
universality  of  excitability,  or  the  equal  distri¬ 
bution  of  this  principle,  throughout  the  living 
sytem,  for  it  is  a  fact  that  one  organ  can  be  ex¬ 
cited  while  another  is  depressed,  and  that  too- by 
the  same  means;  thus  we  find  it  admitted  by  / 
those  even  who  are  reluctant  to  question  the 
authority  of  Brown,  that  foxglove,  while  it  re¬ 
duces  the  actions  and  power  of  the  arterial,  ex- 

A 

cites  and  invigorates  the  absorbent  vessels. .  ^ 


>  ' 


Thirdly,  our  theorist,  in  denying  the  direct 
agency  of  external  powers  upon  the  fluids,  and^ 
but  through  the  intervention  of  excitability,  the 
solids  of  the  system,  was  either  ignorant  of,  or 
overlooked  several  facts  in  the  oeconomy  of 
animated  nature,  to,  which  we  shall  afterwards 
refer.  It  will  be  seen  that  sgme  substances, 

i  * 

which  may  not  have  any  sensible  pr^  immediate 
agency  upon  the  excitability,  shall  become  by  a 
species  of  chemical  attraction,  cornponent  parts 
of  the  living  frame ;  this,  however,  by  no  means 
in  that  mode  nor  to  that  extent  which  was  for- 
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merly  imagined,  and  is  by  some  speculatists  at 
"  present  conceived,  * 

/ 

Such  then  are  the  leading  errors  of  Brown’s 
principles- — that  they  admit  no  variation  but  in 
the  degree  of  excitement;  that  they  deny  the 
irregular  distribution  of  susceptibility  to  ex¬ 
citation;  and  that  they  exclude  the  operation 
of  powers  upon  living  matter^  the  agency  -of 
which  is  in  no  measure  reducible  to  the  quan¬ 
tity,  nor  even  to  the  kind  of  excitation  which 
\ 

they  occasion — errors  which  do  not  so  much 
follow  from  the  principles  themselves,  as  from 
their  unwarrantable  extension,  so  that  by  a  due 
qualification,  they  may  not  merely  be  made  to 
square  with  truth,  but  can,  I  think,  be  proved 
to  have  effected  a  considerable  and  an  important 
revolution  both  in  medical  theory  and  practice,  ' 

\  IT 

\ 

For,  by  aiming  to  prove  an  identity.  Dr. 
Brown  has  most  indubitably  established  a  simi¬ 
larity  of  agency  in  several  restorative  powers, 
which  had  previously  been  regarded  as  funda- 
'  mentally  different,  and  the  promulgatbn  of  his 


\ 


r 


principles  has  thus  served  to  diminish  the  super¬ 
fluous  number,  and  lessen  the  absurd*  com^ 

I 

plication,  of  medical  recipes. 


C .  -  -  r  •  ^  ^  O  A  <  *  ^  *  .  • 

\ 

•  j*-*,* 

Secondly^'by*  refusing  to  regard  the  living  body 

*  t*  f  t  ^  ■  •  • 

ids  a\mere’'. system  of  vessels  and  instfiifnehts, 

1 

.  .  •  *  *’■  *  * 
subject  to  obstructions  'and'  impediments'  in  the 

same  mariner  as  a  -  machine  unendowed'  with 


r  ,  •  ^ 

vitality,  the'  doctrine  of  excitement  has  checkM 

•  •  •  r  •  - 

that  rage  for  inordinate  depletion  which -had 
arisen  out  of  somie  of  the  hypo tlieses  Which  have 
been  referred  to  in  the  preceding  chapter. 


In  the  third  place,  Brown  has  evidently  siril- 
plified  and  improved  the-  theory  and  practice  of 

r  r 

our  art,  by  subordinating  several  symptoms  of 

r  ■  t 

disease  into  their  proper  rank  of  effects,  which 
had  before  been  considered  in  the  class  of 
causes.  • 

.  >  *.  ^  -- 

And  lastly,  it  may  be  observed  that  the  theo¬ 
retical  misconceptions  and  practical  mistakes  of 
some  of  our  author’s  predecessors,  respecting  im- 
'  purities  in  the  blood  and  the  humours  of  the 


body,  which, , originating  In  medical  schools,  had 
descended  among  the  vulgar,  have  been  confuted 
and  exposed  by  him  and  his  disciples  with  suc¬ 
cess  and  advantage  both  to  the  profession  and 
the  public. 

In  endeavouring  to  illustrate  and  confirm  the 
validity  of  the  preceding  observations,  it  may  not 
be  improper  further  to  follow  out  the  theory  of 
Brown  in  its  application  to  a  few  of  our  most 
.common  and  formidable  maladies,  and  from  these 

we  shall  select  one  or  two  of  those:  the  treatment 

/ 

of  which  the  system  now  under  review  boasts 
of  having  essentially  altered  and  materially  im¬ 
proved. 

•a 

First  of  Apoplexy.  That  suspension  or  inter¬ 
ruption  of  the  animal  functions,  which  constir 
tutes  a  greater  or  minor  degree  of  an  apoplectic 
paroxysm,  had  so  long  been  attributed  to  pres- 
sure  on  the  brain,  either  from  an  inordinate  dis¬ 
tension  of  its  vessels,  from  too  rapid  a  circulation 

/ 

(  through  these  vessels,  or  from  their  rupture  and 
consequent  effusion  of  blood  upon  the  brain  j 
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and  the  notion  had  been  so  long  prevalent  that 
.depletion  in  these  cases  was  imperiously  called 
for  and  absolutely  necessary  to  recovery,  that  it 
supposed  no  inconsiderable  share  of  independent 
judgment  to  question  a  conclusion  which  had 
such  prescriptive  authority  in  its  favour.  Dr. 
Brown,  however,  fearlessly  advanced  into  the 
field  of  controversy,  and  roundly  challenged  the 
legitimacy  of  the  inference  upon  which  the  prac- 

I 

tice  referred  to  had  been  grounded.  Apoplexy, 
in  the  system  of  Brown,  is  a  'consequence  of 
debility,  or,  in  his  phraseology;  deficient  ex¬ 
citement  :  to  remove  this  debility,  to  restore  this 
excitement,  are,  he  contends,  the  sole  views 
which  ought  to  regulate  the  treatment  of  the 
disorder  in  question;  and  on  this  ground  He 
argues,  not  merely  the  inutility,  but  the  positive 
danger,  of  evacuation,  which  cannot  but  tend  to 
increase  that  weakness  which  it  ought  to  be  the 

.  I  ^  * 

physician’s  object  to  counteract.  • 

*  ♦  .  .  '  • 

Now,  there  cannot  be  a  question  that  the  ma- 
jority  of  apoplectic  attacks  suppose  this  debility 
for,  which  our  author  argues ;  it  is  equally  certain 
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that  the  leading  principle  In  practice  is  to  obviate 

\ 

this  impeded  or  diminished  energy;  it  is  still 
further  granted  that,  as  well  in  reference  to  the 
particular  complaint  under  notice,  as  to  many  < 
others,  a  neglect  of  preserving  this  prime  object 
in  sight  has  occasioned  much  and  serious  error. 
But  the  voice  of  ^general  laws  must  not  deafen 
us  to  the  urgent  and  immediate  demands  of 
particular  circumstances;  and,  indeed,  such  par¬ 
ticulars,  when  regarded  in  a  proper  light,  do  by 
no  means  interfere  with  primary  or  fundamental 
principles.  . 

•  t 

I  am  called  to  the  bedside  of  a  patient,  whose 
animation  is  suspended  in  consequence  of  blood 
flowing  with  more  velocity  or  in  greater  quan¬ 
tity  through  the  vessels  of  the  head  than  is  con¬ 
sistent  with  the  maintenance  of  the  healthy 
state ;  this  deranged  condition  of  the  circulation 
has  probably  been  induced  by  an  insufficient 

I  ^  ^ 

energy  in  the  living  power,  or  by  defective  ex¬ 
citement  :  allowing  this  to  be  the  case,  and  con¬ 
ceding  at  the  same  time  to  the  position  that 
evacuations  of  blood  tend  to  debilitate,  the  ur- 


I 


I 
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gency  of  the  circumstances  demand  me  to  have 
recourse  to'this,  the  only  means  perhaps  of  pre- 
serving  the  vital  principle  from  entire  extinction. 
To  set  about  stimulating  the  system,  while  in 
the  state  we  are  now  supposing^  would  be  like 

s  ' 

throwing  impediments  to  the  landing  of  an 

army, .  when  the  army  stood  marshalled  on  our 

shores.  ■  •  ' 

/ 

o 

'  / 

•  It  is  scarcely  necessary  to  apprise  the'  reader 

^  t 

that  in  these  few  suggestions  on  the  tendency 
and  influence  of  Brunonian  principles  'upon 

actual  practice,  I  am  not  about  to  enter  minutely- 

\ 

into  the  several  affections  that  are  adduced  by 
way  of  example.  Properly  to  discuss  all  the 
requisitions  of  the  disorder  now ,  under  conside-  , 
ration,  its  various  states,  its  different  degrees,'  its 
almost  innumerable  modifications,  when  de¬ 
pletion  is  demanded  or  forbidden,  of  what 
nature  the  evacuations  ought  to  be,  and'  to  what 
extent,  were  to  engage  in  a  much  wider  field  of 
investigation  than  would  be  consistent  with  the  ' 
limits  I  have  prescribed  to  myself;  otherwise  I  - 
might  go  on  to  observe,  that  in  many  instances. 


/ 


V. 


59 


even  ot  apoplexy,  blood  letting  may  well  be  super--, 

♦ 

seded  by  the  employment  of  other  means  which, 

\ 

with  less  danger  to  the  constitution,  are  equally 
efficacious  on  the  complaint.  , 

I  shall  conclude  this  part  of  the  subject  by 
expressing  my  belief  that  the  speculation's  of 
Brown  have,  in  relation  to-  disorders  of  the  ner-  , 
vous  class,  from  the  mere  numbness  in  the  fin¬ 
gers  up  to  the  full  formed  apoplexy,  motus 

I 

voluntarii  fere  omnes  imminuti,  cum  sopore,” 
proved  of  incalculable  utility  in  checking  both, 
that  professional  and  vulgar  rage  for  indiscrimi¬ 
nate  reduction,  which  had  so  long  been  preva¬ 
lent  ;  and,  though  by  no  means  a  follower  of 
this  speculatist  to  the  extent  of  his  book  reason¬ 
ing,  though  I  do  not  nor  can  subscribe,  to  the 
position  of  one  of  his  disciples,  that  to  take 
blood  in  apoplexy  is  always  of  dubious  propriety,” 

I  do  think  it  of  most  essential  moment  to  pay 
primary  regard  to  the  requisitions  of  the  nervous 
system — to  recollect  that  the  altered  circulation 
is  for  the  most  part  an  effect,  not  a  first  cause  of 
the  derangement  in  the  nervous  excitability — 

I  2 
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/ 

that  in  many  instances  this  can  only  be  remedied 
by  the  due  and  discriminate  use  of  agents  acting 
upon  this  system — -and  that  blood-letting,  though 
often;  very  often,  absolutely  necessary,  is  for  the 
most  part  to  be  resorted  to  as  a  necessary  evil. 

f  / 

f 

If  it  be  urged  that  good  sense  and  unassisted 
rationality  would  have  taught  us  all  this,  I  answer 
that  many  truths,  both  of  a  speculative  and 
practical  nature]  which  now,  from  their  apparent 
simplicity,  would  scarcely  seem  the  results  of 
science,  required  the  application  of  science  to 
render  them  thus  obvious ;  and  we  may  remark 

‘  s 

that  theorists  have  this  disadvantage  to  contend 

with ;  that,  while  the  benefits  they  confer  upon 

-  / 

t 

society,  are  often  not  appretiated,  because  not 
observed,  inasmuch  as  their  discoveries  gradually  - 
•  amalgamate  and  become  as  it  were  parcel  of  know-- 

I 

ledge y  their  errors  in  the  mean  time  separating 

I  '  I 

'  themselves  from  this  mass,  as  dross  from  gold,  are 
readily  delivered  over  to  their  original  proprietors. 

But  to  proceed  in  our  investigation.  The 
endemic  of  the  British  islands  is  that  complaint 
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/ 


and  its  consequences^  which,  without  being  easily 
described,  is  in  this  country  familiarly  known 
under  the  appellation  of  a  cold ;  a  term,  which, 
applied  to  the  symptoms  it  is  intended  to  in¬ 
clude,  involves  the  theory  of  their  origin ;  or  at 
least,  in  place  of  the  effect  by  which  maladies  are 
for  the  most  part  designated,  substitutes,  by  a 

kind  of  metonymy,  the  cause. 

\ 

Some  of  my  readers  will  be  no  less  surprised 
to  learn  that  cold  has  been  denied  -to  occasion 
that  disorder  which  they  have  been  accustomed 
to  call  a  cold,  than  that  blood-letting  has  been 
proscribed  in  apoplexy.  In  cold,  however,  or  as 
we  technically,  but  by  no  means  properly,  call  it 
a  catarrhy  Dr.  Brown  proposed  as  entire  an  alte¬ 
ration,  both  in  regard  to  the  theory  of  its  origin, 

^  / 

and  the  plan  of  its  treatment,  as  in  the  disease 
we  have  just  been  considering. 

\  ^ 

The  general  notion  we  believe  of  those  who 
are  accustomed  to  reason  at  all  on  the  nature 
and  cause  of  the  irritation  now  referred  to,  is, 
that  in  consequence  of  exposure  to  cold,  the 
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pores  of  the  surface  cease  to  perform  their  accus¬ 
tomed  and  salutary  exercise^  the  perspiration  is 
thus  obstructed^  and  that  fluids  which  formerly 
made  its  way,  either  insensibly  or  in  perceptible 
quantity  through-  this  outlet,  collects^ about  the 

j  \ 

head,  the  nostrils,  and  the  lungs,  and  is  discharged 

from  these  organs  with  that  disturbance  both  of ' 

the  organs  particularly  affected  and  of  the  whole 

frame,  which  is  consequent  upon  this  deranged 

balance  in  the  relative  action  of  excretory  organs. 

/ 

Now  I  shall  attempt  briefly  to  describe  the  theory 
of  Brown  and  his  followers  pn  this  subject,  and 
then  as  concisely  as  possible  inquire  into  the 

validity  of  either  doctrine. 

\ 

/ 

Cold,  say  the  advocates  of  the  Brunonian 
hypothesis,  is  not  an  absolute  but  a  relative 
thing — it  is  a  mere  negation  of  power — a  sub- 
duction  of  the  stimulus  of  heat;  it  does  not 

directly  act  upon  a  living  body,  even  when  in 

> 

excess,  in  any  other  way  than  by  creating  a  more 
than  common  or  salutary  susceptibility  to  the 
agency  of  heat.  Thus,  if  I  immerge  my  hand  in 
water,  say  at  the  temperature  -  of  40%  that  reduc- 


\ 
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tion  of  temperature  shall  be  found  to  operate  in 
exact  proportion  to  the  degree  of  previously  ex¬ 
isting  heat ;  and  further,  when  I  take  my  hand 

out  of  tliis  cold  water,  I  shall  find  it  affected  by 

> 

the  circumambient  heat  in  a  way  in  which  it 
'  had  not  been  previous  to  the  reduction  of  tem¬ 
perature  ;  the  hand  will  feel  warm  became  it  had 

/ 

been  exposed  to  cold,  and  the  warmth  will  be  in 
the  ratio  of  the  cold. — In  Brunonian  language, 
excitability  had  been  accumulated,  and  excite¬ 
ment  more  than  ordinary  follows.’ 

In  this  negative  manner  then  is  cold  supposed 
to  operate  towards  a .  catarrh ;  it  docs  not  close 
the  pores,  it  does  not  send  the  fluids  from  the 

I 

surface  to  the  lungs  or  nostrils,  but '  merely 

creates  an  undue '  susceptibility  of  excitation  from ' 

those  powers,  which,  had  cold  not  been  unduly 

applied,  would  have  temperately  stimulated  or 

orderly  excited. 

•.  * 

r  scarcely  need  observe,  that  with  the  adoption 
of  these  different  principles,  the  curative  plan 
•  must  be  likewise  materially  different ;  for  to  sub- 


'  ,  / 

'  \ 
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due  a  cold  on  one  hypothesis,  is  to  restore  ob¬ 
structed  perspiration ;  to  prevent  it,  is  to'  guard 
against  exposure  to  cold :  to  cure  the  disorder 

on  the  other  theory,  or  even  to  prevent  it,  is 

•  •  • 

merely  to  withdraw  or  regulate  the  ^  exciting 
power  of  heat — plans  diametrically  opposite:  so  ' 

I  ^ 

~  much  so,  that  while  physicians  of  one.  school 

pour  in  their  heating  fluids  and  sudorific  medi- 

✓ 

cines,  for  the  purpose  of  opening  the  closed 

# 

pores;  those  of  the  other,  contend  that  this 
\  * 

practice  is  both  absurd  and  dangerous. 

/ 

/ 

/ 

Here  again, ,  an  unbiassed  inquirer  will  find 
truth  taking  its  stand  at  some  point  between  the 
extremes  of,  opposite  opinion.  In  favour  of  , 
those  who  advocate  the  most  generally  received 
doctrine  respecting  the  production  of  catarrh,  it ' 

t 

must  be  admitted  that  the  various  excretories.  of  ' 

V 

the  body  have  a  relative  connection,  if,  for  ex¬ 
ample,  the  outer  skin  be  less  than  usually 

excited  by  heat;  m  other  words,  if  the  surface 

% 

of  the  body  be  exposed  to  cold,  the  action  of  its 
vessels  is  in  some  measure  suspended,  ‘  and  other 
organs  are  called  upon  to  supply  this  deficiency  ^ 
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thus  we  find  more  secretion  from  the  kidneys  in 

cold  than  in  warm  weather.  .  s  ,  ;  >  > 

'  ... 

In  the  Instance,  however,  just  cited,  the  altered 
proportion  of  excretion  is  not  accompanied  by  any 
irritation  of  the  whole  system,  as  in  the  case  of 
catarrh :  this  circumstance  then  forms  an  objec¬ 
tion  to  the  mode  of  explanation  adopted  by  the 
pld  theorists  respecting  the  production  of  catarrh, 
for  why  should  not  the  diversion  of  the  fluids  to 
the  urinary,  be  accompanied  with  the  same  feel¬ 
ings  of  languor  and  irritation  as  to  the  pul¬ 
monary  organs *  *  ? 


*  The  particular  tendency  of  the  membrane  lining  the 
nostrils  and  lungs,  to  be  affected  in  cold,  and  to  bring  with 
it  the  feelings  referred  to,  is  in  truth  inexplicable 'on  either 
theory :  we  only  know  it  as  fact  that  currents  of  air  blowing 
upon  one  j&ar/  of  the  body,  or  partial  applications  of  cold  in 
any  form,  are  more  apt  to  induce  catarrh  3  while,  when  the 

•  t  — 

whole  body  is  at  once  subjected  to  a  reduction  of  tempe¬ 
rature,  the  effect  is  often  merely,  that  above  related. 

The  only  plausible  explanation  that  has  been  attempted 
of  the  overproportionate  number  of  catarrhal  complaints  in 
Britain  is,  that  the  inhabitants  of  this  country  are  too  appre¬ 
hensive  of  genei'alj  and  too  fearless  of  partial  exposure  to 
varieties  of  temperature,  ' .  :  ■ 

K 
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*  \ 

i  * 

But  further^  it  is  urged  by  the  apologists  of 
Brown,  that  this  supposed  vicarious  discharge 
does  not  invariably  occur,  'Every  symptom  of  a 
cold  shall  be  frequently  present,  without  this 
peculiar  affection  of  the  mucous  membrane  in 
any  part  of  its  surface ;  and,  in  other  instances, 
from  direct  irritation  induced  in  this  vascular  and  ^ 
very  excitable  part ;  the  catarrhal  discharge  shall 
he  occasioned  independently  of  any  diminution  in 
the  quantity  of  cutaneous  or  other  excretions. 

This  latter  circumstance  is  particularly  deserving  - 

.  • 

of  remark.  It  entirely  overthrows  the  doctrine  of' 
mechanical  derivation.  By  an  increased  action  in 
a  particular  organ,  an  augmented  secretion  of 
such  organ  is  proved  to  be  generated  without  the 
smallest  subduction  of  any  other  fluid  to  afford 
its  supply.  Certain  irritating  substances  intro^ 
duced  into  the  nostrils  shall,  under  circum- 
,  stances  of  peculiar  irritability  in  -  their  invesW 
ing  membrane,  be  productive  of  a  genuine 
catarrh,  or,  at  least,  of  wh^t  has  been  regarded 
as  the  prime  and  essential  symptom  of  a  cold^  and 

I 

as  the  necessary  consequence  of  obstructed  per-^ 

spiration,  without  either  the  previous  application 

/ 

*  \ 

I 

I 


\ 
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of  cold,  or  the  smallest  interruption  iii  the 
cutaneous  discharge  ’  > 

I  •  r 

Obstructed  perspiration  then  being  almost 
demonstrated  an  insufficient  cause  for  the  pro¬ 
duction  of  a  catarrh,  we  were  left  at  liberty  to 
search  for  another  \  and  a  satisfactory  one  waa 
said  by  the  Brunonians  to  be  found  in  the  appli-- 
cation  of  the  law  above  alluded  to.  But  Dr. 
Brown,  in  adapting  his  principles  to  the  eluci¬ 
dation  of  this  complaint^  as  well  as  others  which 
he  regarded  as  actually  similar,  though  acciden¬ 
tally  varied,  in  some  measure  negated  his  own 
assumptions, 

Frigus  nunquam  nocet^  nisi  ubi  ejus  ac¬ 
tionem  calor  excipit.’^  The  application  of  cold 
to  the  living  body  never  proves  injurious,  unless 
it  be  succeeded  by  heat ;  it  is  not  therefore  the 
mere  exposure  to  cold  which  produces  catarrh, 
but  the  subsequent  exposure  to  heat ;  and,  by 


♦  Dr.  J,ohn  Reid,  on  the  Origin,  Progress,  and  Prevention 
of  Consumption. 

K  2  ' 


avpidirig  this  last,  the  disease  may  be  obviated. 
It  ought,  however,  to  have  been  recollected, 
that  the  animal  frame,  by  the  exposure  alluded 

to,  is  ,  rendered  susceptible,  - not  merely  to  the 

\ 

subsequent  action  of  exte7'ior,  but  also  to  that 

\  « 

interior  heat  which,  previously  existing  dn  due 
proportion  to  the  demands  of  the  system,'  now 
acts  relatively  so  as  to'  occasion  similar  effects 
with  an  absolute  augmentation  of  force  or  stimu¬ 
lus;  and  the  functions  are  by  consequence 
thrown  into  disorder.  .  ^ ' 

•  •  •  • .  ♦ 

•  J  * 

Both  experience  then,  and  even  the  principles 
of  Brown,  when  properly  qualified,  are  at  variance 
with  the  practical  position  he  deduced  from  his 
own  discoveries,  and  which,  as  it  appears  to  me, 
some  of  his  disciples  have  aimed  to  support  in 
face  of  opposing  fact ;  namely,  that  an  individual 
may  fearlessly  expose  himself  to  cold  and  damp 
in  any  shape,  provided  he  be  careful  to  shun  tlie  ■ 
precipitate  application  of  subsequent  heat,  or 
avoid  recourse  to  those  stimuli  which  on  the 
other  theory  have  been  taken  in  order  to  prevent 
a  cold. 
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That,  the  inference  I  refer  to  is  imcoun- 

\ 

tenanced  by  principle  has,  I  think,  already  been 
sufficiently  shewn ;  and,  that'  it  is  unjustified  by 
observation,  we  have  hosts  of  witnesses  to  bear 

testimony,  who  have  had  febrile  irritation,  diy- 

/ 

ness  in  the.  nostrils,  and  other  catarrhal  symp¬ 
toms  engendered,  even  while  still  exposed  to  wet 
and  cold;  nay,  sometimes  simply  setting  the 
feet  on  a  stone  floor,  or  cold  floor  cloth,  shall  be 
productive  of  an  immediate,  a  genuine,  a  severe, 
and  a  lasting  catarrh.  ^  ^  v  , ' 

♦  ♦  - 
Still  there  ban  be  no  doubt,  I  think,  by  a  per- 

son  who  takes  an  impartial  survey  of  the  subject, 
that  the  hypothesis  of  our  author,  thus. theo¬ 
retically  and  practically  modified,-  has  proved 
essentially  serviceable,  both  in  the  medicinal  and 

dietetic  management  of  the  malady  under  notice. 

✓ 

t , 

The  injudicious  pursuit  of  that  practice  which 
had  been  derived  from  the  source  of  a  supposed 
necessity  to  restore  obstructed  perspiration,  has,  I 
verily  believe,  produced  much  and  serious  mis¬ 
chief.  Let  us  suppose,  for  the  sake  of  general 


t 


illustration,  two  subjects  with  ah  equal  degree 
of  catarrh,  but  with  widely  different  constitu¬ 
tions  t  the  one,  with '  a  hardy  fibre,  shall  have 
hale  and  capacious  lungs ;  the  other,  joined  to  a 
debile  frame,  a  peculiar,  a  consumptive  irritability 
of  the  pulmonary  organs.  Now  by  feeding,’’ 
and  stimulating,  and  heating  the  catarrh  of  our 
hardy  patient,  we  shall  perhaps  more  speedily, 
as  effectually,  and  with  equal  safety  expel  the 
enemy,  as  by  the  more  moderate  and  seemingly 
more  philosophic  plan  of  Brunonian  manage¬ 
ment;  namely,  by  keeping  the  body  cool,  by 
preserving  against  precipitate  and  partial  ex¬ 
posures  to  currents  of  air,  by  forbidding  heating 
and  irritating  diet,  or  in  the  words  of  an  author 
quoted  above,  by  letting  excitement  be  ex-r 
hausted  by  its  own  action.”  In  the  second  example, 
we  shall  find  this  last  the  only  justifiable  and  safe 
system  to  pursue,  otherwise  by  curing  cold  we 
shall  chance  to  give  consumption,  by  *  restoring 
the  functions  of  the  skin  we  shall  encounter  the 

risk  of  irreparably  injuring  those  of  the  lungs. 

\ 

A  catarrh  is  very  often  the  precursor  of  Con- 
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sumption ;  and  too  frequently  this  supervention 
of  the  latter  upon  the  former  results  from  an  im¬ 
proper  manner  of  treating  the  original  disorder. 
On  this  important  subject  likewise,  a  subject  as 
momentous  as  any  that  can  summon  the  atten¬ 
tion  of  the  British  physician,  Brown  and  his  fol¬ 
lowers  have  considerably  dissented  from  the  prin¬ 
ciples  of  the  preceding  schools.  Our  theorist 
assumes  debility  as  the  essence  of  the  disease,  and 
the  local  affection  of  the  lungs,  which  is  so 
much  the  object  both  of  the  faith  and  fear  of 
physicians,”  he  argues  is  of  incidental  occurrence 
and  inferior  import.  .Support  the  strength  of 
the  sufferer,  and  you  cure  the  malady.  This  is 

still  an  instance  of  unallowed  extension  and  in- 
/ 

discriminate  application  of  principles  in  them¬ 
selves  valid.  Crowds  of  consumptive  patients 
have  undoubtedly  been  lost  from  an  inattention 
on  the  part  of  the  prescriber  to  the  prevailing 
weakness  as  well  as  local  affection ;  but  on  the 
other  hand  no  one,  I  can  almost  venture  to  say, 
who  has  professionally  and  without  prejudice 
examined  into  the  requisites  pf  phthisical  sub¬ 
jects,  will  deny  that  the  utmost  solicitude,  care. 


and  skill,  in  the  administration  of  medicines  and 
of  food,  in  order  to  support  the  excitement  and 
strength,  are  too  frequently  frustrated  by  the 
irritation  which  these  occasion  to  the  lungs.  A* 
secret  enemy  is  sapping  the  foundation  of  the 

'v  ^  ' 

building,  and  till  this  enemy  be  dislodged,  we 

lay  on  materials  in  vain.  Nay,  it  is  not  seldom' 

observed,  that  without  much  attendant  weakness, 

« 

the  cruel  malady  in  question  proves  fatal  merely 
as  a  disorder  of  parts,  as  a  local  disease*  it  un- 

f 

dermines  the  fabric  of  vitality,  and  breaks  the 
slender  thread  by  which  existence  is  supported.”  , 

■  In  regard  to  the  theory  and  management  of  all 
those  deviations  from  regular  and  healthy  actions 
which  arexomprised  under  the  head  of  spasmodic 
disorders,  Brunonian  simplification  has  in  my 
iniiid  been'  productive  of  abundant  usefulness, 
and  as  far  as  the  nature  of  medical  evidence 

I 

enables  us  to  consider  sequence  in  the  light  of 
consequence,  I  flatter  myself^  that  I  have  \yitr, 

I  '' 

nessed,  both  in  the.  practice  of  myself  and  others, 
the  most  happy  results  ,  from  the  distinction^ , 

which  I  really  think  our  author  had  the  merit  xf 

%  '  - 
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fully  and  explicitly  establishing,  between  action 
and  power.  Before  his  time,  indeed,  we  had 
been  furnished  with  the  medical  axiom  of  much 
value.  Debilitas  gignit  spasmum;  yet,  still  we 

I 

'  were  in  want  of  a  bolder  generalization  of  facts 
to  guide  us  through  the  mazes  of  convulsive 
affections,  and  to  discover  the  secret  of  anti- 
spasmodic  agency.  Even  here,  however,  errors, 

both  of  omission  and  commission,  are  plainly 

\ 

perceptible, 

f  1 

I  shall  detain  my  reader  no  longer  on  this 
division  of  my  subject,  than  just  to  make  one  or 
two  observations  on  the  advantages  which,  have 
resulted  from  the  speculations  of  Brown,  as  it 
refers  to  the  treatment  of  infantile  ailments. 

It  is  not  surely  necessary  to  say  that  any  syl- 
tem,  which  prefers  the  smallest  claim  to  improve¬ 
ment  in  this  department  of  medicine,  ciiallenges 
a  full  and  fair  investigation;  and,  without  in¬ 
dulging  in  exaggerated  statements  of  the  arti¬ 
ficial  decrepitude  and  premature  mortality  of 
our  offspring,  from  the  meddling  imbecility  of 

L 
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sol-dlsant  doctors, <  or  the  more  positive  and  active 
cruelties  of  nursery  lore;  without  regarding  the 
druggist’s  shop  as  the  readiest  way  to  the  sex¬ 
ton’s  repository,  or  the  sound  of  the  mortar^  for’ 
the  preparation  of  the  infant’s  drug,  as  a  sure 
anticipation  of  the  funeral  toll ;  in  a  word,  with¬ 
out  exciting  the  stare  of  some,  and  the  indig- 
nation  of  others,  by  abuse,  which  really  has 

been'  a  little  too  lavishly  dealt  in,  of  nurses  and 
« 

gossips,  and  prescribers  and  dispensers  of  medi¬ 
cines,  it  may  be  allowed  me  to  state  that  infancy 
and  childhood  demand  from  the  professed  guar¬ 
dians  of  the  public  health,  an  attention  peculiarly- 
assiduous  and  perfectly  sincere,  freed  totally 
-  from  all  tendency  towards  accommodation 
to  the  fears  or  prejudices  of  parents.  Either 
positive  or  negative  insincerity,  if  I  may  use  the 
terms,  were  here  doubly  criminal ;  for;  the 
physical  temparament,  as  well  as  the  moral  cha¬ 
racter,  retains  through  life  the  stamp  of  early 
impression,”  Neglects  and  errors  respecting 
the  requisites  of  infancy  are  altogether  Irre¬ 
mediable  by  subsequent  management.  ‘  Fre¬ 
quent  disturbance  of  functions  in  the  dawn  of 

V 
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life  often  overcasts  its  meridian  and  close  with  a 
cloud  of  misery,  such  as  neither  skill  nor  fortune 

can  disperse,”  and  in  advanced  life  it  would  be 

1 

poor  consolation  in  answer  to  the  almost  spec¬ 
tral  accusations  of  a  sickly  youth,  rendered  so  by 
our  insincere  adaptation  to  fear  and  to  folly,  to 
be  furnished  with  the  sophistical  plea  of  Macbeth 
to  Banquo,  Thou  canst  not  say  I  did  it  ” 


Thank  heaven  the  necessity  is  daily  declining 

/ 

of  severe  censure  both  in  regard  to  medical  and 

dietetical  mismanagement  of  the  infant  oeconomy, 

and,- unless  I  am  much  mistaken,  the  reformation 

« 

which  has  decidedly  and  recently  obtained  in  the 
treatment  of  those  for  whose  welfare  we  are 

N 

doubly  responsible,  owes  its  rise  in  a  very  great 
measure,  to  the  bold  and  generalizing  good  sense , 
which  the  Brunonian  tenets  have  brought  into 
play. 

On  this  head  it  will,  perhaps  be  better  to  defer 
further  remarks  till  we  come  to  make  our  pro¬ 
posed  inquiry  into  the  subject  of  popular  medi¬ 
cine,  I  shall  first  endeavour  to  shew  the  advan- 

,  L  2 
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tages  which  have  accrued  to  medicine  from 
modern  chemistry ;  as  preliminary  to  this  inves¬ 
tigation  it  may  be  proper  briefly  to  examine  into 
the  precise  nature  and  objects  of  chemical  science 
— an  enquiry  which  shall  be  the  subject  of  the 
succeeding  chapter* 


.77 
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CHAPTER  V. 

Chemistry  has  been  defined  by  a  modern 

I 

writer  on  the  subject,  that  science  which  treats 
of  those  events  or  changes  in  natural  ^  bodies, 
which  are  not  accompanied  by  sensible  motions/’ 
Thus  if  I  mix  two  fluids  which  are  of  a  different 
nature,  I  shall  obtain  (without  this  mixture  un¬ 
dergoing  any  perceptible  change,  otherwise  than 
In  the  effect  occasioned)  a  product  which  shall  be 
as  different  from  either  of  the  two  fluids  which 
were  the  subject  of  my  experiment,  as  the  one 
of  them  had  previously  differed  from  the  other— 

I 

the  first  has  formed  this  curious  combination 

/ 

with  the  second,  and  together  they  have  con¬ 
stituted  a  new  body. 

» 

By  pursuing  our  experiment  still  further, 
we  shall  find  that  the  two  substances  upon 

which  this  change  has  been  operated  may,  in 

\ 

many  cases,  be  regenerated  or  made  fo  reassume 

their  original  character.  We  will  take  the 

/  \ 
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most  familiar  examples  for  the  purpose  of  illus- 
tration. 

The  two  ingredients  which  have  formed  this 
tertianary  substance  shall  have  been  the  one  an 

I 

•alkali*,  the  other  an  acid-f*,  from  their  admix¬ 
ture  a  neutral  is  produced ;  now  let  another  kind 
of  acid  in  due  quantity  be  admitted  to  this  mix- 
4ure,’  and  it  will  separate  the  union  just  made, 
the  first  acid  shall  reappear,  and  the  neutral  shall 


*  The  word  alkali  originated  with  the  Arabians  j  To  that 
white  substance  which  remains  after  the  incineration  of  a 
certain  plant  called  Kali,  the  ashes  being  washed^  this  name 
was  for  a  long  time  exclusively  applied :  it  has  however  since 
been  discovered  that  many  otlier  plants  besides  this  kali, 
treated  in  the  same  manner,  yield  the  same  principle.  The 
word  alkali  Is  now  therefore  extended  to  all  bodies  which 
have  1.  a  caustic  taste  j  2.  are  volatilized  by  heat^  3.  are 
capable  of  combining  with  acids,  and  of  destroying  their 
acidity;  4.  are  soluble  in  water  even  when  combined  with 
carbonic  acid  3  5.  are  capable  of  converting  vegetable  blues 
to  green.’* 

•f  Acids  are  defined  tliose  substances  which  beside  exciting 
the  sensation  of  sourness,  change  blue  colours  of  vegetables 
to  red,  unite  with  water  in  almost  any  proportion,  and  com¬ 
bine  with  alkalies,  metallic  oxyds,  and  earths,  forming 
neutrals* 
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be  different  in  quality,  ovdng  to  the  junction  of 

t 

the  last  acid  with  the  remaining  alkali. 

Or,  let  another  species  of  alkali  be  the  sub¬ 
stance  superadded  to  either  the  first  mixture  or 
the  second,  and  this  alkali  will  rush  into  com¬ 
bination  with  the  acid,  and  thus  constitute  a  ter- 
tianary  substance  still  different ;  the  first  alkali 
being  separated  in  order  to  make  room  as  it  were 
for  the  last. 

Without  any  precise  notion  of  the  mode  in 
which  these  phenomena  are  engendered,  or  to 
use  the  words  of  our  definition  (which  perhaps 
are  not  the  most  accurate  that  might  have  been 
selected),  these  changes  not  being  accompanied 
by  sensible  motions,”  chemists  have  referred  the 

t 

effect  to  a  reciprocal  action  between  the  minute 
particles  of  bodies ;  which  action,  or  rather  the 
capacity  of  and  tendency  to  it,  they  have  properly 
enough  designated  by  the  word  affinity : — thus 
in  referring  by  way  of  explanation  to  the  examples 
just  quoted,  we  should  say  that  the  second  acid, 
or  the  second  alkali,  which  added  to  the  neutral 
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separated  the  first, '  had  more  affinity  with  the 

I 

remaining  alkali  or  acid  than  with  that  thus 
disunited, 

/ 

•  I 

/ 

V  Now  the  bare  statement  of  the  above  familiar 
facts^  in  regard  to  chemical  agency,  were  sufficient 

/  t 

to  shew  the  necessary  and  intimate  connection  of 
chemical  with  medical  knowledge — in  truth  they 
are  absolutely  inseparable;  and  when  we  hear 
the  necessity  decried  of  chemistry  to  the  physician, 
we  have  only  to  call  to  the  objector’s  mind  the 
;  number,  the  variety,  and  the  complication  of 

medicinal  agents ;  which,  employed  without  an' 

) 

acquaintance  with  their  relative  connections  and 
combined  powers,  as  well  as  their  simple  virtues, 

I 

would  frequently  so  interfere  the  one  with  the. 
Other,  as  entirely  to  defeat  the  purpose  for  which 
.  they  had  been  employed. 

/ 

Suppose  for  example,  I  meet  with  a  malady 
for  which  I  desire  to  administer  two  medicinal 
articles,  the  physical  operation  of  which  shall 
not  be  at  variance,  but  whose  chemical  attraction 
or  opposition  shall  be  such  as  in  one  way  or  the 
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other  to  produce  a  mutual  destruction  of  their 
original  principles.  It  scarcely  need  be  ob¬ 
served,  that  by  aiming  to  give  both  these 
medicines  in  composition,  I  shall  not  give  either, 
unless  with  a  knowledge  of  their  affinities  I  so 
manage  their  admixture  as  to  ensure  against  the 
combination  or  decomposition  referred  to.  I 
wish  that  it  were  not  in  my  power  to  add  that 
the  recipes  of  some  physicians,  even  in  the  present 
day,  at  once  evince  the  deficiency,  and  prove  the 
expediency  of  that  species  of  knowledge,  for  the 
necessity  of  which  I  am  now  contending. 

But  to  return  to  our  subject.  Hitherto  we 
have  referred  merely  to  change  of  quality  as 
consequent  upon  chemical  combination ;  it  is 

N 

however  necessary  to  attend  also  to  the  change 
in  form  as  well  as  in  essence,  or  to  that  curious 
fact  in  the  history  of  nature,  that  a  body  may^ 
assume,  according  to  the  different  circumstances 
in  which  it  is  placed,  an  altered  shape  or  varied 
bulk, 'while  it  continues  virtually  and  essentially 
the  same  material.  Accurate  notions  respecting 
tliis  quality  in  matter  were  reserved  to  reward  the 
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labour  and  well  directed  ingenuity  of  modern 

-v 

times,. and  have  totally  overtlirown  the  elemen¬ 
tary  division  of  .bodies  instituted  by  Aristotle, 

t 

and  for  a  long  time  prevalent  into  fire,  air,  earth, 
and  water,  which  in  fact  are  not  distinct  essences, 
but  merely  modifications  of  matta*. 

'  t  r  ■*  "i  ’  ‘  \ 

,  >  -  ^  »  -  •  . 

^  t 

Take  a  certain  quantity  of  ice,  throw  into  it  a 
given  portion  of  heat  *,  and  it  becomes  water ; 
add  more  heat,  and  the  water  passes  into  that 
state  which  is  called  steam ;  let  a  further  supply 
of  heat  be  added,  and  the  steam  becomes  vapour. 
This  simple  and  well  known  fact  may  serve  as  an  , 
example  of  all  the  changes  which  are  incessantly  ^ 
going  on  in  nature’s  vast  laboratory;  which 
changes,  as  far  as  form  and  bulk  are  concerned, 
seem  to  depend  upon  the  different  capacities  of 
bodies  for,  their  reception  of,  and  capability  of 


*  The  reader  will  perceive  in  the  sequel,  that  I  use  the 
word  heat  in  a  very  different  sense  from  that  in  which  it  is 
usually  employed.  In  common  language,  indeed,  the  power 
producing  the  sensation  of  heat,  and  the  sensation  itself,  are 
by  no  means  distinguished.  Caloric  is'  tlie  term  which  is 
chosen  by  chemists  to  designate  the  matter  of  heat,  or  at  least 
theVaz^^e  by  which  the  phenomena  of  heat  are  occasioned. 
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being  altered  by,  heat;  and  according  to  this 
susceptibility,  are  bodies  permanently  fixed  or 

•  r  <  # 

alwaysmaturally  in  a  condition  of  solidity;  per¬ 
manently  fluid,  if  not  rendered  solid  by  an  arti¬ 
ficial  subduction  of  heat ;  dr  always  in  a  state  of 
« 

vapour  or  air,  unless  subjected  to  the  same  pro¬ 
cess  of  forcibly  extricating  from  them  dhat  quan¬ 
tity  of  heat  which,  in  their  gaseous  or  aereform 

I  ^ 

mode  of  being,  is  invariably  -  combined  with 
them.  '  •  -  ’ 

r  •  .  ^ 

•  j  i  .  ,  • 

But  the  combination  of  heat  with  bodies  is  fur¬ 
ther  subject  to  a  law  widely  different  from  what 
we  should  at  first  sight  conceive,  and  v/hich^ 
before  we  proceed,  demands  to  be  explained.  The ' 
peculiarity  to  which  I  allude  was  discovered  by 
the  late  eminent  professor  of  chemistry'  in  the 
university  of  Edinburgh;  a  discovery,  which, 
with  one  shortly  to  be  noticed,  justly  entitle 
their  author  to  be  regarded  as  the  founder  of 
that  beautiful  edifice,  which  has  confessedly  been 
fashioned  and  completed  by  the  succeeding 
labours,  principally,  of  the  French  philosophers. 


M  2 


Bodies  are  not  rendered  hot  to  the  sensations,' 

nay,  do  not  exhibit  to  the  thermometer  a.heat  ii;i 

the.  -  ratio-  of  thkt  quantity  of  caloric  which  they 

receive  from  without.  Two  masses  of  metal  for 

>  0  *. 

instance,  of  different  kinds  but  of  the  same 
weight,  shall  be  subjected  to  a  similar  degree  of 
heat,  shall  actually  be 'made  to  extract  from  the 
surrounding  media  precisely  the  same  quantity 
of  caloric,  shall,  by  consequence  be,  as  it  respects  * 
the  matter  of  heat,  in  exactly  identical  circum¬ 
stances,  and  yet  neither  to  the  feelings,  nor  even 
•  to  the  thermometer,  shall  indicate  the  same  tem¬ 
perature;.  that  body  then  which  seems  colder, 
though  in  truth  holding  an  equal  quantity  of 
heat,  is  considered  as  having  a  superior  capacity 
for  caloric  than  the  hotter  material ;  and  the  heat 
which  is  thus  imperceptible,  but  capable  of  being 

f 

brought  out  from  its  hiding  place,  if  we may  so 
express  it,  was  denominated  by  Dr.  Black  latent, 

.  it  has  since  been  called  less  emphatically,  but 
perhaps  more  accurately,  combined  heat  ' 


I 


*  Still  more  recently  it  has  been  called  specific  caloric, 
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,  We  have  hitherto  suppose^  a  difference:  in, 
quality  or  essence,  in  itbe’rnateiia1i$;Operated  upon 
but  the  important  law  whiph  :I  to't attempting  tpi 

N 

explain,  is  also  and  especially  influential  in  respect 
to  the  changes  already  spoken  of/ merely, of  form 

/ 

or  bulky/  for  ice,  water,  and  steam,  in  passing 
from  one  to  another  of  their  gradations,  receiye 
and  give  out  heat  in  a'  proportion  very,  differerit 
from  the  measure  of  caloric  they  would  be^  con^ 
ceived  to  contain,  even  by  thermometrical  test ; 
and  here  we  shall  generally,  not  invariably,  find, 
the  degree  of  latent  or  combined  heat  according; 
to  the  rarity  of  the  substance.  '  f 

Insert  a  thermometer  into  a  given  measure  of 
boiling  water,  and  the  mercury  in  its  tube  will 
rise  to  212%  convert  the  whole  of  this  water 
into  steam,  and  the  indication'  will  still  be  the 
same;  now  reduce  this  steam 'to  water  at  the 
temperature  of  6o%  and  collect  the  heat  extrb.  • 
cated  in  this  reduction,  and  the  ^  steam  will  be 
found  to  have  thrown  out  heat  in  -much  greater 
abundance  than  had  the  water  been  reduced  to 
the  degree  of  6o%  without  the  prior  conversion 
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N 


of  it  into  steami^  because  the  water^  with  ap¬ 
parently  the  same  heat^  in  fact  contained  a  far 
less  measure  of  caloric.  •  .r'f.  :>  j 

The  above  discovery  then,  we -may  perhaps 

I  > 

be  allowed  to  term  the  discovery  of  the  latency 
of  heat;  the  other^' to  which  i  have  alluded, 
is  that  of  the  fixidity,  if  it  may  b4  so  expressed 
or  air.  •  '  ■  *  .  /  •  ’ 

•  --  *  '  •  I.  I.  (i  ■  ‘  f'  ^  ^  ‘ 

t  Every  one  is  acquainted  with  the  two  states' 

•  .  N 

in  which  that  species  of  earth  is  found  Which  is 
called  lime;  it  is  generally  known,  that  lim^ 
simply,  is  mild  and  comparatively  inert,  and  thaf 
when  converted  into  what  is  denominated  quick¬ 
lime,  it  is  a  penetrating  and  corrosive  substance. 
The  manner  in  which  this  alteration  is  effected, 
had  been  as  fact  for  a  long  time  familiar,  but  the  ■ 
principle  upon  which  the  change  is  produced  was 

**  f' 

altogether  .unknown  until  detected  by  the 
Sagacity  of  Dr.  Black.  By  a  course  of  experi- 

I 

ments,  he  ascertained  and  demonstrated  that 

the  causticity  of  quicklime  is  occasioned  by  the 

loss  of  a  certain  portion  of  a  particular  air,  and 

**  ••• 

\ 

I 

V 


I 
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that  when  again  reduced  to  the  state  in  which 
the  earth  is  usually  found  in  nature,  this  reduc-^ 
tion  is  accomplished  by  the  absorption  from  the 
atmosphere  of  this  air,  or  rather  its  radical, 
which  thus  while  existing  per  se,  or  as  one  of  the 

t 

constituents  of  the  atmosphere,  is  in  an  aereform' 
condition,  that  is,  united  with  a  large  portion  of 
latent  caloric,  and,  when  combined  with  the 
lime,  becomes  in  a  manner  fixed.  On  this  ac¬ 
count  Dr.  Black,  himself  unacquained  with  the 
secrets  of  aereal  phenomena  that  have  since  been 
developed,  and  not  aware  that  other  kinds  of 
aereform  fluids  are  capable  of  this  fixation,  de- 

y 

nominated  the  substance  in  question  fixed  of 
fixable  air ; — it  has  since  gained  the  appellation 
of  carbonic  acid  gas, 

/ 

The  reader  perhaps  will  be  better  able  to  un- 

\  ^  * 

derstand  and  appretiate  this  important  discovery 
of  aereal  absorption  and  fixation  by  a  further 
illustration.  Take  a  quantity  of  lime  water, 
recently  prepared  and  clear,  inclose  it  in  a  given 
portion  of  air,  that  is,  let  the  vessel  which  con¬ 
tains  the  lime  water  be  surrounded  by  another 


•  -  I 


\ 
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which  contaitis  ihe  common  air  of  the  atmos¬ 
phere,  so  as  that  there  shall  be  no  communica- . 
tidn  with  the  surrounding  atmospheric  air ;  now 

I 

after  the  lime  water  has  stood  some  'time  thus 
open  to  a  given  measure  of  air,  it  will  lose  its 
transparency,  become  white  and  turbid,  and  (this 
is  the  particular  fact  to  which  the  reader’s  atten¬ 
tion  is  especially  solicited)  the  air^.  of  the  ^oiiter 
vessel^  if  collected  and  weighedy  will  be  found  to 
have  lost  in  iveight  a  quantity  exactly  equal  to  that' 
which  the  lime  ivater  has  gained ;  '  while  the  fluid- 
with  turbidness  has  acquired  mildness — has  be¬ 
come  an  essentially  different  substance,  a  change 

/ 

of  quality  has  been  operated'  upon  the  air  em-  ‘ 
ployed^  in  the  experiment,  inasmuch  as  it  has 
been  deprived  of  one  of  its  ingredients.  . . 

I  have’  thus  aimed  at  giving  an  explanation  of 
the  great  discoveries  of  Dr.  Black;,  the  value  of* 
which  can  scarcely  be  enough  appretiated :  the ' 
detection  indeed  of  those  principles  which  regu¬ 
late  the  combinations  of  heat,  has  done  for  che-‘ 
mical  nearly  as  much  as  the  discovefy  of  gravi¬ 
tation  for  mechanical  philosophy ;  and,  when  we 
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t 

•  f 

of  Britain  find  ourselves  inclined  towards  the 
indulgence  of  national  exultation  onHhe  score  of 
our  'great  men^  the  name  of  Black  ought  never 
to  be  forgotten.  *  '  •  ^ 

■  •“*  / 

/ 

But  it  is  now  time  to  turn  our  attention  to 

_  ~r 

what  has  been  justly  called  the  French  chemistry, 

'  ■  r  r  f 

for  it  was  in  France  that’  the  important  revolu- 
tion  ‘  in  the  science,  which  has  recently  t'akeii 
place,  was  fiilly  accomplished.  '  •  j.  r  .  i, 

One  of  the  divisions  of  matter  that  has  ob¬ 
tained  amgng  chemists,  is  into  bodies  combus¬ 
tible  and  incombustible.  By  the  first  of  these 

r 

terms  they  mean  to  designate  any  species  of 
matter  that,  subjected  to  a  certain  degree  and 
kind  of  heat,  shall,  by  this  exposure,  be  so  altered 
in  its  texture  and  quality,  as  actually  to  become 

•  p- 

and  permanently  remain  a  new  substance ;  while 
incombustible  bodies  are  those  which,  by  the 
same  process,  shall  merely  for  a  time  be  changed, 
and  that  only  in  respect  to  temperature.'  '  . 

You  cannot,  for  instance,  set  a  stone  on  fire^  to 


N 
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ui^  tlie,  vuJga|i*  phr^^olqgy^  foi;  whatever  ^  j^egree 
qf  heat  yop,thrp\y  iptq  j,t{4qp^jPQt  erpit  flai[pe> 

t 

and,  when j ypu  cea^e  ^upplyi  jit  .with  j^loric,  it 
soon  returns  to  its  pristine  state  qf  temperature, 

t 

having  undergone  no  essential  or  lasting  change. 

.  '  .  .  . 

V  I  ifi-Pi;:  ‘j  io  truii  r^r 

t^iV^ith.^^  (pieqe  ;of{ipetal^^  hovyever,  t^e;  case 

I  ’  -  ' 

would.f bpj  ;<ii^erent i  you, :  m^y  < ;  actuallyr.  inflaipe 
this  subst^pce;  indeedjyqp  cannot  e^pspdt  in 
the  air  to  a  certain  ;degrqq,|Qlf.  heat,' without  pro¬ 
ducing  this  inflammation;  and  now,  the  process 
being  completejd,  you  will  .ipijd 
treated  ,  to,  be  ,  a  ,somethipg.iyery  ^diffejrpntf  ,f^^^ 
that;  spepiesjof  matte|*  wit|i  iwhich  the. experiment 
had  been  commenced ;  it  ,ha^  undergone  achange 
as  complete  as- that  of  quicklime  into  iqommon 
lime,  ‘or  as  .caustic  into  mild  alkali:  .  ^  .  ^  • 

’  ■  ;  ’  '  ,  ‘  ,  t . i  *  ^  >  b' !  •  ^  1  ■  } .  I  r  ■  j  f 

Now  what  is  the  cause  of  this  change  ?  The 

notions  which  have  been  entertained  on  tliis 

/ 

subject  may  be  ascertained  by  |  reverting  to  our 

.  -/ 

owm  unassisted  conceptions,  or  to  the  language 
still  employed  in  order  to  express  the  effect. 
The  antient  philosophers  conceived — a  notion 

f 


tliat  is  to  this  day  general— the  existence  of  a  cer¬ 
tain  elementary  something  called  Jire^  which  was 

i 

supposed  to  have  the  faculty  of  consuming,  and 
as  it  were  converting  into  itSelf,  the  bodies’ which 
it  ■  had  the'  capacity  of'  influencing— namely, 
those  that  we  now  call  combustible  bodies,  while 
the  residual  subsfdnce,  after '  the  completion  of 
the  process,  was  imagined  to  be  that  part  of  the 
material  over  which  this  fire  had  no  power. 


The  above,  with  the  exception  shortly  to  be 
noticed’  continued  to  be  the  prevailing  but  gra- 
tuitdus  mode  of  explaining  tlie  phenomenon  of 
combustion  in  all  its  degrees  and  forms,  until 

Stahl  proposed  a  new  theory  on  the  Subject.  '  This 

:  i  !  ■  '  ^  < 

last  author  conjectured  the  difference  between 
combustible  and  incombustible  substances  to 
consist  in  fhe  former  bdhtairiiiig  a  certain  body 
which  he  denominated  phlogiston,  ‘  When  'tfen  a 
sub  stance  is  burnt,  of 'deflagrated,'  or  calcined, 
which  'afb  so  many  modes  of  combukion,  tliU’ 
effectdsdroduti^d 'by dhe ‘separation  of  tHii'phlo- 
giston,  which  now  having  parted  from  the 
materiaT'  with  ■'  whibh  previously  it  had  Leen 


1 


combined,  leaves  the  residue  in  a  state  of  incom-. . 
bustibility*  •  .  •.  ,  .  ■  ^  ^ 

t  ^ 

/  ' 

•  *  i  . 

This,  the  phlogistic  theory  of  chemistry,  va-  . 
fiously  modified  by  Macquer,  Black,  Crawford,; 
Priestly,  Kirwan,  and  others,  long' heldi  pos- , 
session  of .  the  minds  of  philosophers,  and  con- 

t 

tinned  to  be  a  doctrine  universally  in  vogue, 
until  the  time  of  the  illustrious  but  ill-fated  , 
-  Lavoisier,  whose  ^  noble  discovery  on  the  sub¬ 
ject  of  cDmbustk>n,  the  fruit  of  genius,  industry, 
and  penetration,  has  reflected  new  light  on  every^ 

■  branch  of  chemistry,  has  connected  and.explained 
a  vast  number  of  facts  formerly  insulated  and'  in- , 
'  explicable,  and  has  new  modelled  the  whole,  and 

c  *• 

moulded  it  into  the  form  of  a  science.”  *  , 

\ 

-The  discovery  referred  to  is  this,  that  in  every 

'  *  f 

case  of  combustion  carried  6n  in  the  open  air^  a 
part  of  such  air  leaving  its  aereform  state,  conir 
bines  with  and  actually  becomes  a  constituent  o£, 
the  burnt  body  in  the  same  manner  that  the  fixed  ^ 

Ml. .  .  - - •  <  «  ■  I  Ijljl  ■  II  I 

,  *  Thomson’s  Chemistry,  ,3d  edit.  vol.  I,  p,  5^ 
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air  of  Dr.  Black  forms  am  ingredient  of  mild 
alkali  or  common  lime:  and  that,  contrary  to* 
the  opinion  of  the  phlogistic  chemists,  who  in¬ 
ferred  or  supposed  the  loss  of  something  (plilo- ' 
giston)  during  the  process,  the  change  operated 
on  a  body  by  combustion  is  solely  referable  to 
this  acquisition  of  a  fresh  principle.  '  . 

It  was  not  until  the  result  of  Dr.  Black’s  in¬ 
vestigations,  and  more  especially  the  succeeding 
inquiries  of  Dr.  Priestly,  had  Summoned  the 
attention  of  the  philosophical  world  to  the  nature* 
and  qualities  rof  elastic  fluids,  that  cognizance  was 
taken  of  the  change  produced  in  the  air  em- 

I 

ployed  in  combustion,  as  well  as  on  the  material 
itself  which  is  burnt.  We  find  indeed  obscure 
hints  of  this  kind  ifi  the  -writings  of  Hooke 
and  of  Mayow,  two  philosophers  of  the  seven¬ 
teenth  century,  but,  whichj  although  highly  in- 
genious,  as  far  as  they  go^  have  in  my  judgment 
no  more  claim  to  the  anticipation  of  the  La- 

voisierean  chemistr}",  than  haye  the  intimation^f 
\ 

contained  in  the  writings  of  Servitus  to  theidis-^ 
covery  of  the  blood’s  eirculatioiii.t  i 
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It  remains  for  me  now  to  explain, 'in  ai^  brief 
and  familiar  a  manner  as  possible^  the  ailtipKlbi^'> 
gistic  theory,  and ’to  contrast  with  the ‘phlogistic'^ 
hypothesis  ’  the  •  luminous  doctrine  of  the  ’  6ele-  ■ 
brated  Lavoisier ^  ' 


!/  J  '  t 


Let  a  piece  of  crude  tnetal,  say  of  quicksilver,  * 
be  subjected  to  a  certain  heat,  while  exposed  to  a 

I 

given  quantity  of  air,  this  heat  shall  occasion 
that  change  in  the  metal  which  is  called  by  ^ 
chemists  calcination.  Now  calcined  mercury  is  as  • 
different  from  quicksilver  in  its  crude  state,*  both 

•  ' ,  *  :  r 

as  it  regards  form  and  quality,  as  one '  Vnetai  ds  ^ 

•  *  k  f  *  • 

different  from  another,  and  it  is  no  longer  capable-  * 
of  undergoing  the  same  process  ’ if  further  wed 
examine  the  air  which  has  been  inclosed^' dver‘ 
the  mercury,  we  shall  find' likewise  that 'an'esseh'--  - 
tial  alteration  has  here  taken  place ; '  it'i^  no  loiigeb  * 
capable  of  contributing  to  combustion  or  dfsup^^’^ 
porting  life,  .it  beings  deprived  of  its  q)ure- aWd  s 

respirable  part.  ^  Dr.  Priestly,  dnd^  other  of  the d 

* 

phlogistic  chemists,  referred  this  mutual  chang^'^ 
as  I  have  above  hinted;  to  the  dephlogisticatiofl '  • 
of  the  metal,  and  'consequent  phlogistication  of  ' 


/ 
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th§  airi-.jbvit,  besides  that  this  phlogiston  is  an 
iipaginary  undemionstrated  something,  the  fact 
of  the  air  biding/  j  rendered  actually  lighter,  and 
the  calcined  ipetal  exactly  in  thefSame  proportion 
heavier,  runs  directly  counter  to  > the  supposition 
of  the  latter  having  lost  and  the  former  having 

I 

acquired  a  substance  or  principle.  .  When  indeed 

this  objection  -  >vas  urged  against-thejphlogistic 

theorists,  *  they.:  had  recourse  '  to;  1  the  ■  sophistical 

subterfuge  of  the  buoyant  power  [pf  phlogiston,. 

the  loss  of  which  seemed,  therefore  to  render 
* 

bodies  positively,*,^  although  in,  fact,  but  com¬ 
paratively  or  relatively  heavier,  i  m  ./  f 

•'5  1  ^  iL; 

But  Lavoisier  entirely  superseded  the  necessity 
of  this  evasion,  by  ascertaining  that  the  oxy¬ 
genous  or  pure  part  of  the  air  is  forcibly  with¬ 
drawn  from  the  air,  and  is  consolidated  with  and 
become  a  part  of  the  calcined  or  burnt  metal ; 

that  hence  this  material  is  heavier'  than  in  its 

<  ' 

metallic  state,  and  that  hence  the  air  is  rendered 

t '  , 

lighter  and  impure:  and  he  proved  this  not 
merely  by  analysis,  but  by  synthesis;  for,  by 

I 

other  processes  too  numerous  and  complicated  to 


/ 


m 


detail,  he  restbred  the  metal^tb  its  natural  §tate, 
and  in  so  doing,  he  made  it  give  but  exactly  the 
same  quantity  of^oxygen  whidi^jt^had "subtracted 
from  the  atmoshpere,  and  this  afr  by  eonsequence 
regained  its  oHginal -degree  of  puftty.  -  c  -  ''"I 

' ;  ’ Oilt  Lnn  i  ;  '>itt  "to 

i  A  body  then  which  is;  combustible,  ot'  capable 
of  being  essentially  and  permanently  altered  by 
ap  increase  of* *  heat  in  the  opeibairf  differs  froin 
an  incombustible  substance  in  dhis^  that,  at^a 
certain  temparatlire,  it  displays  'an*  affinity  to  the 
pure  part  of  the  atmosphere, -drafws  this  principle 
from  the  other  ingredient  with  u^hiclint  Had  beeff 
combined,  and,  in  the  combination,  as  it  now 
-becomes  part  of  a  solid  mass,  gives  out  its  latent 


heat*.  ^  ^ 


( ' 


)  t 


'<  * 


’■  .’:h:  ‘hI; 


o 


*  For  the  purpose  of  illustrating  .  the  ^  combination  of 
oxygen  with  combustibles^  I  have  preferred  the  pfoce^ss 
of  calcination  before  .that  of  combustion,  more  strictly, 
speaking, .  because  this  last  is  comparatively  complicated 
from  the  following  circumstance,  namely,  that  bodies 
which  are  the  subjects  of  i<^  consisting  in  a  large  measure 
of  carbon,  the  oxygen  that  is  extracted  from  the  air  united' 
with  this  material,  forms  not  a  solid  mass,  but  another  kind 
of.  gas  (carbonic  acid  gas),  which,  although  specifically 


V 


( 


i  wish  it  were  possible,  cbhsistent  With  the 
limits  that  I  have  prescribed  to  myself  in  the 
present  little  work,  to  make  the  reader  duly  sen¬ 
sible  of  the  important  consequences  that  have 
resulted  from  the  discovery  of  this  fact,  that  in 
every  case  of  combustion  oxygen  unites  with  the 
burning  body,”  not  that  I  would  for  a  moment 
maintain  that  all  the  phenomena  of  chemical 
union  have  received  that  facile  and  unobjection¬ 
able  explanation  upon  the  new  theory,  which  its 
inventors  and  promulgors  at  first  sight  conceived ; 
but  thus  much  is  certain,  that  since  the  develop¬ 
ment  of  the  above  law,  chemistry,  from  a  science 
of  but  too  frequently  insulated  particulars,  has 
become  a  connected,  general,  distinct,  and  most 
interesting  branch  of  enquiry. 


lieavief  thati  atmospheric  air  or  oxygen  gas;  is  still  a  gaseous 
substance. 

'■ 

One  of  the,  most  important  funetions  of  the  animal 
CEConomy,  and  which,  with  regard  to  its  nature,  has  had 
more  light  thrown  on  it  than  any  other,  by  the  recent  dis¬ 
coveries  of  the  chemists,  the  reader  will  afterwards  havd 
occasion  to  observe,  has  more  resemblance  to  combustion  - 
<  than  calcination. 


o 


‘By^he  tiesfearcHes  indeed  'of  modern  jphilcfeo* 
pher^/  trib/e  ^  especially  of 'those'  we  have  ^  had 
ocqasioh'  already'  to  name,  ^Black,  Priestly,  and 

r  .  ,  » 

Lavoisier,  it  is  rendered  evident  that ‘all  the  siic^ 
cession  and  variety  of  .'changes  which  ihces^ 
santly  operated  by  nature  and  art,  in' the  material 
world,  are  scarcely  any  thing  more  than  '^^'a'fix-^^ 
ation  or  generation  of  elastic  fluids,”  and  that  the 
most  subtle  air  is  in  fact  as  much  a  substanee'as 


the'  hardest  stone,  with  perhaps  ‘  this  difference 
only,  ^  that  the  principles  ‘  of-  which  it  is '  consti¬ 
tuted,^  having  a  greater  capacity  for,  in  a  manner 
expand  themselves  wider  for  the  reception  oi^ 
caloric,  and  become  so  rare  as  to  elude  the  ken 
of  oiir  senses ;  thus,  although  a  real  body,  air 
is  invisible  and  intactible.  *  >«.' 


I  shall  conclude  this, chapter  by  describing 
the  constituent  principles  of  that  substance 
by  which  we  are  constantly,  and,  .  while  we 
have  life  and  breath,  necessarily  surrounded — 
I  mean  the  air  of  the '  atmosphere,  which  con¬ 
sists  of  two. radical  or  essential  principles,  namely. 
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Oxygen*,  which,  united  with  its  aereal  dose  of 
latent  heat,  was  the  dephlogisticated  gas  of  Dr. 
Priestly ;  secondly  Azote,  which,  in  the  same 

■  I 

gaseous  state^  is  the  foul  air  of  Schede,  the  phlo- 
gisticated  air  of  Priestly.  ' 

To  enumerate  the  various  qualities,  simple  and 

cQinbined,  that  are  already  known,  of  these  prin- 

/ 

ciples,  of  oxygen  especially,  were  to  engage  in 
an  almost  endless  task ;  suffice  it  to  say,  that  the 
oxygenous  is  the  respirable  ingredient  of  the  air. 
An  animal  made  .to  breathe  this  gas  pure  and 
uncombined,  becomes  alert  and  lively  beyond 
measure,  often  even  to  a  dangerous  degree  of 
excitement  'j-,  a  taper,  burns  in  it  with  daz¬ 
zling  splendor ;  and  charcoal  (to  which  may  be 
added  several  other  combustible  bodies)  instead 


*  The  meaning  of  the  word  Oxygen,  is  tliat  which  gene¬ 
rates  or  produces  acids  3 — now  it  has  been  nearly  demon¬ 
strated,  that  all  acids  are  constituted  by  a  mixture  of  the 
principle  in  question  with  the  peculiar  base  by  which  they 
are  distinguished  3— hence  the  French  chemists  denominated 
it  the  oxygenous  principle. 

t  Hence  it  has  been  named  vital  air. 

O  2 


\ 


/ 
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of  consuming  quietly  as  it  does  in  common  air, 
burns  with  a  f}ame,|attended  with  a  decrepitating 
noise,  like  phosphorus,  and  throws  out  such  a 
brilliant  light  that  the  eyes  can  hardly  endure 
it”* * 


Azote,  the  residuary  principle  after  the  oxygen 

t 

has  been  extracted,  displays  efFeots  exactly  the 
reverse;  neither -animation  nor  combustion  is 
capable  of  being  maintained  by'  azotic  gas;  if 
indeed  an  animal  be  exposed  to  air  after  the 
oxygenous  principle  has  been  fully  withdrawn,  it 
drops  down  lifelpss  almost  in  an  instant  'f'*  ' ' 


Such,  then,  are  the  radical  constituents  of  the 
air  we  breathe.  The  reader,  however,  will  recol¬ 
lect,  that  while  endeavouring  to  illustrate  the  dis¬ 
covery  of  Dr.  Black,  I  mentioned  that  lime  water 
when  exposed  to  the  atmosphere  becomes  turbid, 
and  that  when  \ye  examine  iptp  the  cause  of 

. . . .  w  I . .  I  I  1^,  .  |  ■■■  I 


*  ^Ypisier’s  Elements  of  Chemistry. 


f  On  this  account  the  name  of  Azote  has  been  given  to 

^hich  signifies  desb^ctive  to  life/-  ' 

-  / 
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this,  we  find  it  to  be  from  an  absorption  of  car^ 
bonic  acid  gas  * ;  this  gas  must  therefore  have 
previously  existed  in  the  atmosphere :  so  in  Fact 
it  always  does,  but  in  so  extremely  small  a  por¬ 
tion  compared  with  the  others,  and  in  such  man¬ 
ner,  that  it  is  regarded  rather  as  an  extraneous 
combination  than  a  constituent  principle. 


Thus  I  have  aimed  at  giving  my  reader  an 
insight  into  the  chief  circumstances  that  have 
contributed  to  the  advancement  of  chemical 
science;  which,  as  before  remarked,  is  so  inti¬ 
mately  connected  with  medicine,  that  to  improve 
in  the  former  is  (provided  proper  application  be 

/  f 

made  of  knowledge)  to  proceed  in  the  latter.  I 
shall  now  go  on  to  give  a  rapid  sketch  of  modern 
physiology — a  science  which  is  to  the  physician 
pearly  the  same  navigation  to  the  mariner. 


•*  It  has  already  been  observed  that  Dr.  Black  named 
this  substance  fixed  air }  it  has  since,  acquired  the  denomi¬ 
nation  of  carbojiic  4cidj  from  its  having  been  ascertaine4  to 
consist  of  a  certain  principle^  carhon  with  oxygen.  See 
Notej  p.  96. 
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CHAPTER  YlJ 


As  physiology  of  medicitie^  so  is  anatomy  the 
foundation* of  physiology.  It  is  indeed  to  our 
more  accurate  acquaintance  with  structure,  that 
we  are  principally  to  attribute  our  superiority  of 
knowledge  over  the  an  tients  in  respect  to  functions.' 
-In  the  present  day,  we  securely  go  round  the  cir- ' 
icuit  of  the  body  in  search  of  fresh  discoveries,  as 
[we  have  charts  to  direct  and  compass  to  steer  by : 
-iior,  can  we  be  surprised  at  the. many  misventuces 
'Of  our  predecessors  in  this  pursuit,  when  we 
recollect  that  almost  the  whole  amount  of  their  " 
real  information' was,  according  to  the  somewhat 
coarse  statement  of  a,modern  physiologist,  nierely 
*  this,  that  the  alimenjt  is  received  by  one  orifice, 
and  the  faeces  make  their  exit  by  the  other.  .  5, 


,  As .  preliminary  to  a  more,  particular, enquiry 

into  those  laws  of  animated  nature,  which  the 
▼  •  .  •  •  .  .  < 

'  recent  discoveries  in  chemistry  have  so  materially 

Z  v  .  .i  j i ,  j.  .  1 

assisted  in  disclosing,  it  will  be  permitted  me.  to 
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chalk  out  a  faint  outline  of  the  mode  in  which,' 
as  far  as  we  are  informed  by  anatomical  research, 
life  and  being  are  sustained ;  or  fresh  matteir  is 
added  to,  amalgamated  with,  and  supplies  the 
incessant  demands  of  the  system.  ^  * 

Aliment,  received  into "  the  '  mouth,  broken 

down  by  the  teeth,  and  further  perhaps  prepared 

\ 

by  the  saliva,  is  introduced  through  the  oesopha- 
'  gus  into  the  stomach.  In  this  organ,  which  in 
man  has  some  resemblance  in  figure  to  the  bag 
of  a  bag- pipe,  the;  food  undergoes  another  change 
before  it  is  transmitted  to  the  upper  part  of  the 
long  and  convoluted  canal  of  the  intestines ;  it  is 
here  where  the  most  important  alterations  are 
effected;  for,  by  innumerable  small  orifices, 
which  open  upon  the  interior  surface  of  the 
upper  portion  of  the  intestinal  tube,  the  nutri¬ 
tious  is  separated  from  the  faecal  part  of  the 
ingesta,  with  the  secretions  that  have  been  mixed 
with  it,  is  conveyed  through  a  series  of  vessels  and 
glands  connected  with  these  vessels,  into  an  oval 
sac,  called  the  receptacle  of  the  chyle ;  into  this 
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the  lymph,  a  fluid  secreted  from  d|ety  paf t  of^ 

'  I  ' 

the  body,  is  likewise  conveyed ;  and  the  chyle 

V 

and  l)nnph  now  ascend  a  tube,  which,  original 

ing  in  the  sac  just  referred  to^  tuns  up  on  the 

/ 

left  side  of  the  body,  passes  the  chesty  and,  arrive, 

I 

ing  at  the  neck,  pours  its  contents  into  a  large 
vein  situated  at  this  part.'  -  .  . 

The  aliment  then  received  by  the  mouth  be¬ 
comes  chyme  in  the  stomach,  a  mixture  of  chyle 
and  feculent  matter  in  the  upper  portion  of  the 

N 

intestines,  feces  in  the  lower  portion  of  the  in-'- 
testinal  tube,  chyle  in  the  mesenteric  vessels,  and> 
at  length,  blood  in  the  blood  vessels ;  from  whidi 
last  fluid  all  the  different  secretions  and  excretions 

find  their  source^  ,  •  .  . 

\ 

-  j 

But  in  order  to  render  the  blood  suited  to 
supply  its  various  requisitions,  it  is  absolutely 
necessary  that  it  be  incessantly  subjected  to  the 
agency  of  air ;  hence  we  have  another  function 
not  yet  mentioned,  but  which  is  an  indispensable 
part  of  the  process  of  nutrition,  namely,  respH 


■'  .‘'V 
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ration  by  which'  a  constant  and  intiniate  com¬ 
munication  is  maintained  between  our  bodies 
and  the  air  which  surrounds  them.  •  '  f  * 

■  ^  ^  j  ■ .  j.' 

In  retracing  then,  and. in  a  more  minute  man¬ 
ner  describing  the  functions  of  the  living  body, 
we  -  may  properly  divide  these  functions  into 

Digestion^  Respiration,  and  Assimilation,  which 

.  ..  '  ' 
last  includes  .Absorption,  Secretion,  and  Ex¬ 
cretion.  '  -  ^  , 

'  ' '  {<  ■ 

^  •m 

I 

Of  Digestion.  /  To  account  for  that  ohange, 
which  is  operated  upon'  alimentary  substances? 
when  received'  into  the  stomachy  the  'fancy  and 
ingenuity  of  man  have  framed  many  hypotheses. 
What  ;is  the  reason  that  the  materials  used  as 
food,  which  in  some  animals,  with  man  in  par¬ 
ticular,  are  multiform  and  dissimilar,  are  united 
in  the  stomach,  and  form  one  homogeneous  pap 
like  substance,  which  is  altogether  unlike  any  one ' 
of  the  ingredients  composing  the  aliment,  and 

'  N 

even  bears  no  resemblance  to  the  composition 
which  a  mixture  of  these  ingredients  out’  of  the 
body  would  produce  ?  '  v  :  -  ' 
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The  phenomenon  of  digestion  had  been  in  a 
vague  manner  ascribed  to  heat;  but  the  first 
systematic  conjecture  of  the  process  by  which  the 
effect  is  produced,  was  that  of  a  mechanical 
action  in  the-  stomach.'  The  food 'which  had 
been  triturated  by  the  teeth,  was  supposed  to  be 
still  further  comminuted  by  the  stomach,  and 
by  the  action  of  this  organ  to  fie  at  length  re¬ 
duced  to  a  pulp.  But,  that  the  conversion  of 
food  into  chyme  is  independent  of  such  power 
or  agency,  the  experiments  of  Spallanzani,  and 
especially  of  Stevens,  have  fully  demonstrated :  it 
has  been  shewn  that  food  inclosed  in  perforated 
tubes  and  balls  composed  of  metal,  and,  in  con-, 
sequence  defended  from  trituration,  is  convertible 

I 

into  chyme,  the  substance  inclosing  it  remaining 

»  , 

unchanged.  It  was  indeed  sufficiently  evident 

V  /  ( 

before  these  experiments,  that  mere  trituration-- 
was  incapable  of  producing  chyme,  because,  as  I 
have  above  observed,  this  substance  never  could 

I 

be  produced  out  of  the  body. 

,  I 

Physiologists  disposed  to  refer  vital  phenomena 

to  chemical  laws,  conceived  that  the  formation  of 

$ 
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chyme  was  brought  about  by  a  species  of  fermen¬ 
tation,  a  word  to  which  no  very  precise  ideas 
were  fixed  when  it  was  first  employed,  AH 
that  could  be  meant  by  saying  that  the  conver¬ 
sion  of  food  into  chyme  in  the  stomach  is  owing 
to  fermentation,  was  merely,  that  the  unknown 
cause  which  acted  during  the  conversion  of  vege- 
table  substances  into  wine  or  acid,  or  during 
their  putrefaction  acted  also  during  the  conver¬ 
sion  of  the, food  into  chyme,  and  that  the  result 
in  both  cases  was  precisely  the  same.” 


When  we  now  speak  of  fermentation,  we 
mean  that  slow  decomposition  of  animal  or 
vegetable  matter,  which  under  certain  circum¬ 
stances,  and  at  a  given  temperature,  occasions 
new  and  particular  compounds.  A  proper  ad¬ 
mixture  and  due  temperature  being  then  the 
only  requisites  in  the  production  of  fermentation 
on  fermentable  bodies,  it  follows,  that  were 
digestion  a  mere  fermentation,  all  that  could  be 
effected  by  the  stomach,  would  be  merely  that 
of  supplying  an  appropriate  degree  of  heat. , 


p  2 
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But^ilet  this  degree  of:heat  be  applied  out  of 

I 

the  stomach  to  some  j^uTistances  which  in  this 

/ 

organ  are  essentially  changed  in  a  very  short 
period,  and  they  shall  continue*  unaltered  for 
days,  or  weeks,'  or. 'years;  ah<l,  it  has ‘further 
been  properly  observed,  that  were  the  conversion 
of  aliment '  into  chyme  occasioned  by  fermen- 
tatidii,  digestion  would  proceed  equalljr.  well  in 

f  \ 

the* oesophagus  as  in  the  stomach  :. mow.  it ! has 
been  noticed,’  that  upon  laying,  bpen;the  Btomach 
and  oesophagus  of  fish  that  had?  swallowed  anh 

i 

t 

mals  too  large  to  be  contained  in  the  stomach, 

that  part  only  w^hich  was  in  the  stomach  was 

✓ 

converted  into  chyme,  while  that  in  the  oesopha¬ 
gus  remained  unchanged.'  i  i 

■That  the  food  contained  in  therstoniach  is  at 
times  subjected  to  a  species  of  fermentation 
is  very  evident,  from  the  eructatiops  which' often- 
follow  its  reception  and  admixture  into  this 
viscus;  but  it  is  well  known  that  these  dis¬ 
charges  of  aereal  matter  occur  more  readily  and 
copiously,  when  the  stomach  does  not  without 
difficulty  digest  its  contents ;  marks  of  fermen- 
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tation  are  then  signs  of  /^zdigestion,  and  digestloin 
hnd  fermentation  are  processes  widely  dlfFerehtv . 


As  it  regards  prime .  agency,  it  is  indeed  in 
this  as  in  other  functions  of  life,  that,  we  can 
find  nothing  analagous  fo  it’  in  the  phenomena 
of  inanimate  nature ;  and  after  all  our  toil,  we 
must  be  content  iwith  the  conclusion,  that- 
digestion  is  produced  by < diving  energy:  'here 
however  we  must  be  aware  of  escaping  (if  I  may 
be  permitted  to  revert  to  >my  own  expressions) 
from  physical,  only  to  plunge  ourselves  ‘into 
metaphysical  error.  To  give  a  local  habitation 
and  a  name”  to  a  presiding  principle,  and  refer 
digestion  to  its  agency,  may  serve  the  purpose  of 
the  poet,  but  ought  not  to  satisfy  the  desires ' 
of  the  physiologist. 

That  digestion  is  dependent .  upon  living 
energy  is  sufficiently  evident,  from  the  fact  of 
the  process  being  impeded  or  accelerated'  by  .a 
varied  state  of  the  mental  faculties.  Let  food, 
exactly  the  same  both  in  quantity  and  quality, 
be  taken  by  an  individual  at  different  times,  and 


I 


110 


precisely  under  similar  circumstances,  except  the 
variation  now  referred  to,  and  at  one  period 

digestion  will  proceed  with  freedom  and  facility, 

/ 

while  at  another  it  will  be  almost  totally  pre¬ 
vented.  Every  hypochondriac  has  a  feeling 
acquaintance  with  this  fact. 

I 

But  this,  as  an  ultimate  fact  in  the  oeconomy  of 

animated  nature,  we  must  be  careful  hot  to  view 

in  the  light  of  an  ascertainable  cause;  for,  if 

with  Helmont  we  attribute  this  living  agency  to 

an  Archseus  or  superintending  principle  resident  - 
^  » 

in  the  stomach,  we  merely  add  to  the  number 
and  increase  the  complication  of  terms,  without 
advancing  one  step  in  useful  science — We 
darken  counsel  by  words  without  knowledge.”  ^ 

I 

Instead  of  so  doing,  it  is  the  business  of  the 
physiologist  to  ascertain  the  result  of  suck 
agency,,  or  to  obtain  an  acquaintance  as  far  as 
it  is  in  his  power  with  the  several  circumstances 
that  have  place  in  the  digestive  process,  and 

which  may  justly  be  considered  as*  strictly 

/ 

,  chemical. 


s 
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It  has  already  been  said  that  food  is  con¬ 
verted  into  chyme  in  the  stomach,  although  in-’ 
closed  in  perforated  tubes  or  balls,  composed  of 
materials  which  are  incapable  of  this  conversion ; 
now  if  this  same  alim.ent  be  inclosed  in  the  same 
balls  without  any  perforation  in  their  sides,  it 
will  merely  undergo  that  change  which  would 
take  place  in  it  exposed  in  such  manner  to  the 
same  temperature  out  of  the  body ;  a  liquid  then, 
or  something  of  sufficient-  tenuity  to  permeate 
these  perforations,  is  evidently  concerned  in  the 
production  or  formation  of  chyme. 

What  is  the  precise  nature  of  this  liquid  ?  The 
solution  of  this  question  has  been  found  ex¬ 
ceedingly  difficult,  for  the  several  methods  that 
are  had  recourse  to  in  order  to  obtain  it  are  all  ’ 
full  of  fallacy; — if  for  instance  vomiting  be 
excited,  a  method  of  procuring  the  secretion 
sought  for  which  Spallanzani  tried  upon  him¬ 
self,  it  is  impossible  to  say  how  far  the  matter 
thrown  off  from  the  stomach  may  be  mixed 
with  saliva,  mucus,  or  any  other  ingredients ; — 
if  an  animal  be  killed,  and  the  contents  of  the 
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stomach  be  collected,  such  contents  may  still 
consist  of  d*greater  or  smaller  admixture  of  sub- 

I 

stances  extraneous  to  that  of  which  we  are  in- 
search;  and  the  s^me  impediments  lie  in  the  way. 

I 

of  .every  other  method  employed  to  procure  this 
material.  ‘ 

^  ’  V  r  ■  ,  '  '  f  '  / 

;  All  that  we  have  beeri  able  hitherto  to  learn 
amounts  to  very  little  more  than  this,  that  in  dif¬ 
ferent  animals  a  fluid  is  secreted  by  the  stomachy  > 
which,  according  to  the' variety  in  their  digestive 
powers,  is  of  a  different  nature,  and  suited  to 
the  species  of  aliment  that  they  are  severally 
destined  to  receive ;  for  the  gastric  fluid,  'col- 
lected  with  as  much  care  as  possible  from  two** 
animals  not  of  the  same  species,  fvill,  even  out  of  * 
the  body,  exhibit  a  varied*  degree^  of  solvent* 
powers;  the  gastric  fluid  of  each  dissol /ing  with' 
most  readiness  that  kind  of  aliment  which  is  mostv 
easily  digested  by  the  stomach’  of  such  animal.  ^  ^ 

We  know  further  that  the  chyme-producing  . 
or  digesting  power  acts  with  more  facility,  ac¬ 
cording  as  the  substances  upon  which  its  agency 


IIS 

is  displayed,  are  divided :  it  is  on  this  account 
that,  caeteris  paribus,  digestion  invariably  pro¬ 
ceeds  with  more  rapidity  if  the  food  be  well 
masticated :  one  cause  indeed  of  digestion  being 
facilitated  by  mastication,  is  the  consequent  larger 
supply  of  saliva,  which  at  any  rate  serves  to  dilute  < 
the  aliment,  and  possibly  answers  a  more  impor¬ 
tant  purpose; — it  has  been  supposed  by  some 
to  communicate  oxygen. 

We  have  thus  followed  the  food  from  its  recep- 
-  \ 

tion  irito  the  mouth  to  its  digestion  in  the  sto¬ 
mach  ;  from  its  being  aliment  to  its  becoming 
chyme — but  it  is  not  as  chyme  that  it  enters 

into  the  composition  of  the  blood ;  it  has  already 

\ 

been  said,  that  the  chyme  is  sent  from  the 
stomach  into  the  intestines,  and  there  undergoes 
another  essential  change — a  change  which  is  as 
difficult  to  account  for'  as  that  of  the  formation 

*  t  ' 

of  chyme.  From '  the  difficulty  of  collecting 
chyle,  this  has  scarcely  been  analyzed  with  any 

degree  of  accuracy;  but  it  has  been  almost 

\ 

proved,  that  chyle  as  well  as  chyme  is  always  in 
itself  the  same,  whatever  difference  there  may 


/ 
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have  been  in  the  ingredients  that  have  con- 

/ 

tributed  to  its  formation ;  of,  in  other  words, 
whatever  varieties  there  may  have  been  in'  the 
aliment  that  has  been' taken  into  the  stomach — 
that  if  an  individual  for  instance,  accustomed-  to 
live  upon  a  mixture  of  animal  and  vegetable  sub¬ 
stances,  were  for  some  tirhe  to  take  the  one  or  , 
the  other  exclusively,  the  chyle  formed  would 
still,  in  quality,  be  the  same.  .  i  i.:  ..  «  • 

»  t. 

Another  fact  which  is' worthy  notice,  respecting 
the  formation  and  composition  of  chyley  is  this, 
that  if  food  be  taken  into  the  stomach,  which  in 

I 

its  appearance  and  actual  qualities  approaches  to 
the  nature  of  chyle,  such  food  is  primarily  con¬ 
verted  into  chyme,  by  consequence  loses  its 
chylous  properties  in  the  stomach,  to  be  resumed 
in  the  chyle  making  portion  of  the  alimentary 
canal nor,  -perhaps,  is  this  regeneration  effected 
with  ^  more  facility,  or  .the  chyle  produced  in 
greater  abundance'  in  the  proportion,'  certainly 
not  in  the  exact  proportion,  to  thei  ^approxi¬ 
mations  of  quality  just  referred  to. 
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For  example.  Chyle  is  a  white-coloured 
liquid,  very  .much  resembling  milk.”  Now 

I 

analogy  would  dispose  i  us  to  the  conclusion  that 

/ 

this  matter  (chyle)  being  in  a  manner  the  source 
and  essence  of  nutriment,  the  greatest  quantity 
of  nourishment  would  be  introduced  into  the 
system  by  the  use  of  milk  as  an  article  of  diet : 
this,  however,  is ;  not  •  absolutely  and  invariably 
the  ease;  for  milk,  when  acted  upon  by  the 
gastric  juice,  ceases  to  be  milk,  is  converted  into 
chyme,  and,  consequently,  loses  its  chylous  re¬ 
semblance.  To  this  principle,  and  the  modifica¬ 
tions  of  which  it  is  susceptible,  I  shall  have  again 
to  request 'the  reader’s  attention  when  treating 
on  the  very  important  subject  of  Assimilation — 

I  * 

a  subject  curious  and  important  in  itself,  but 

'  I 

more  especially  so  in  reference  to  the  theory 
'  and  management  of  diseases. 

♦  .i'  : 

Chyle,  as  above  noticed,  separated  from  the 
faecal  portion  of  the  alimentary  mass,  is  con¬ 
veyed  into  the  thoracic  duct,  there  to  be  mixed 
with  the  lymph,  with  which  it  passes  directly 

4 

into  the  blood  vessels,  and  through  them  is  con- 
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veyed  to  the  lungs,  where  every  particle  of  this 
chyle,  now  a  component  of  the  blood,  is  exposed 

to  the  agency  of  the  atmospheric  air;  arid,  by 

\ 

this  exposure,  the  blood  undergoes  so  complete 
a  change,  in  its  principles,  in  its  appearance, 
and  in  its  qualities,  that  the  quo  modo  of  this 
change  calls  for  especial  investigation.  It  is  in 
this  particular  that  the  physiologist  has  been 
principally  assisted  by  those  recent  discoveries  in 
chemistry,  an  outline  of  which  I  have  endeavoured 

I  ' 

to  trace  in  the  preceding  chapter. '  In  further, ' 

/ 

therefore,  attempting  to  give  a  succinct  ex-» 
position  of  our  present^  state  of  knowledge  in 
regard  to  the  respiratory  function,  I  must  beg 
the  reader  to  b^r  in  mind  the  leading  facts  there 
stated, 

% 

Of  Respiration.  Anatomical  and  physiological 
experiments  having  informed  us  that  it  is  neces¬ 
sary  for  the^hole  mass  of  blood  to  be  subjected 
to  the  action  of  air,  it  becomes  a  natural  enquiry, 
what  are  the  effects  operated  by  this  action  ?  and, 
in  endeavouring  to  ascertain  these,  we  are  ted  of 

*  t  \ 

^ourse  to  an  examination  of  the  blood  that  haS' 
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undergone  this  exposure^  as  well  as  of  the  air 
that  has  been  concerned  in  the  effect  produced* 

p 

\ 

The  changes  produced  by  respiration  in  the 
air,  are  a  diminution  of  its  bulk  and  specific  heat, 
a  disappearance  of  a  great  part  of  its  oxygen, 
and  the  addition  of  a  quantity  of  carbonic  acid 
gas :  while  the  blood,  by  its  circulation  through 
the  lungs,  and  consequent  exposure  to  air,  1$ 
changed  from  a  dark  purple  to  a  florid  red 
colour,  the  chyle  has  totally  disappeared,  and  its 

I 

specific  caloric  is  increased. 

I  - 

✓ 

I  ' 

Whence  and  for  what  purposes  are  these 
changes  produced  ?  The  reader,  who  may  now 
for  the  first  time  be  made  acquainted  with  them, 
will  readily  trace  the  resemblance  of  the  resph 
ratory  process  to  the  process  of  combustion ;  for 
in  either,  both  the  air  and  the  material  upon 
which  its  influence  is  displayed,  are  essentially 
altered. 

( 

'  There  has  been  some  variation  in  the  result  of 
different  experiments  made  with  a  view  of  ascer*> 
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taining  the  measure  of  oxygen  that  is  consumed 
in  respiration  in  a  given  time ;  but  a  writer  of 
much  credit  and  celebrity  gives  us  the  average 

t 

portion  of  a  man’s  daily  consumption,  rather 
more  than  twenty-five  cubic  feet.  .  Now,  since 
the  oxygen  amounts  to  about  one-fifth  of  the 
atmosphere,  it  follows,  that  in  a  day  a  ,man 
destroys,  or  renders  unfit  for  supporting  com¬ 
bustion  and  respiration,  no  less  than  one  hundred 

and  twenty-five  cubic  feet  of  air.”  . .  '  / '  .  j 

•  '  '  .  :  ; 

I A  i 

*  *  •  •  /  .  \ 

What  becomes  of  the  oxygen  thus  lost  to  the 

air  ?  This  question  appears  to  be  still  subjudice  ; 
some  supposing  that  as  the  blood  passes  through 
the  rete  mirabile  of  the  lungs,  it  actually  imbibes 
oxygen,  which  is  dissolved  by  and  becomes  a 
constituent  of  the  blood  while  others  imagine 
that  the  whole  of  the  oxygen  consumed  is  em*- 
ployed  in  the  formation  of  the  carbonic  acid  gas, 
which  appears  in  its  stead.'  ■  .  .  ja  ,  .  ' 

r  ■  ^ 

On  either  supposition,  and  it  would  be  incon- 
sistent  with  my  plan  to  go  into  the  discussion, 
it  necessarily  follows  that  a  most  important 


V  .  ■  \ 
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change  is  effected  by  respiration  on  the  vital 
fluid; — ^whether  this  change  be  the  loss- merely 
of  carbon,  which  is  said  to  be  three-fourths  of 
a  pound  in  the  day,  dr  whetheri  with  this  loss 
of  carbon,  and  according  to  some  hydrogen, 

oxygen  is  received  by  the  blood. '  »  -  :  ' , 

»  '  •  :  %  '*1 
>•-  ■  ) 

I  shall  here  only  just  stop  to  notice,  an  iixr 

I 

genious  conjecture  on  the  emission  of  carbon 

I 

from  the  lungs,  which  I  shall  use  the  freedom  of 
giving  in  the  words  of  an  author  already  quoted, 
to  whom  the  chemical  world,  England  in  par¬ 
ticular,  stands  highly  indebted.  The  change 
of  chyle  into  blood,”  says  Dr.  Thomson,  I 
presume  takes  place  in  the  blood  Vessels.  In¬ 
deed  the  blood  is  a  liquid  which  is  constantly 
running  through  a  suite  of  changes.  Hence  it  is 
kept  of  k  similar  nature  only  by  the  constant  in¬ 
flux  of  new  matter,  which  is  asconsfahtly  manu¬ 
factured  into  blood.  It  appears,  from 'the  ’most 
accurate  observations  hitherto  made,  that  neither 
chyle  nor  lymph  contain  fibrin  *,  .which  forms  a 


*  A  chemical  principle,  of  which  the  muscular  substance 
U  in  a  great  measure  composed. 
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very  coitspiciious  part  of  the  blood.  This  fibrin 
is  mployed  to  supply  the  wake  of  the  muscles, 
the  most  active  parts  of  the  body,  and  therefore, ' 
in  all  probability,  requiring  the  most  frequent 
supply.  Nor  can  it  be  doubted  that  it  is  em-« 
ployed  for  other  useful  purposes*  The  quantity 
of  fibrin  in  the  blood,  then,  must  be  constantly 
diminishing,  and  therefore  new  fibrin  must  be 

»  t 

constantly  formed.  But  the  only  substances 
out  of  which  it  can  be  formed,  are  the  chyle  and 
lymph,  neither  of  which  contain  it.  There  must 
therefore  be  a  continual  decomposition  of  the 
chyle  and  lymph  going  on  in  the  blood  vessds, 
and  a  continual  new  formation  of  fibrin. '  Other 
substances  also  may  be  formed ;  but  we  are  cer¬ 
tain  that  this  miLst  be  formed  there,  because  it 
does  not  exist  previously.  Now  one  great  end”^ 
of  respiration  must  undoubtedly  be  to  assist  this 
decomposition  of  chyle,  and  complete  formation 
of  blood.”  , 

I 

■-  I  '  • 

It  follows,  from  the  experiments  of  Four^ 
croy,  that  fibrin  contains  more  azote,  and  less 
carbon,  than  any  of  the  other  ingredients  of  the 
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blood,  and  consequently  also  than  any  of  the  in  ¬ 
gredients  of  the  chyle.  In  what  manner  the 
chyle,  or  a  part  of  it,  is  converted  into  fibrin,  it 
is  impossible  to  say ;  we  are  not  sufficiently  ac¬ 
quainted.  with  the  subject  to  be  able  to  explain 
the  process.  But  we  can  see,  at  least,  that  car¬ 
bon  must  be  abstracted  from  that  part  of  the 
chyle  which  is  to  be  converted  into  fibrin. 
Hence,  as  the  process  of  blood  making  advances, 
there  must  be  a  greater  and  greater  redundancy 
of  carbon  in  the  liquid.  Unless  this  redundancy 
were  removed,  the  process  could  not  go  on,  and 
probably  the  whole  would  riih  into  putrefaction. 
We  may  conclude,  then,  that  one  great  use  of 
respiration  is  to  abstract  this  carbon  by  forming 
with  it  carbonic  acid.  How  this  is  performed, 
indeed,  it  is  impossible  at  present  to  explain ;  but 
the  fact  is  undoubted.” 

Whether  then  in  respiration  carbon  be  merely 
given  out,  or  oxygen  become  likewise  combined, 
with  the  blood ;  in  either  case  the  researches  of 
the  moderns  have  serv^ed  to  explain  in  a  most 
interesting,  and,  as  far  as  they  extend,  satisfactory 

R 

» 
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manner,  the  modus  operand!  of  a  function,  the 
chemistry  of  which,  less  than  half  a  century 
since,  scarcely  went  further  than  the  knowledge 
which  the  most  illiterate  must  have  possessed,  in 
common  with  the  most  adept  in  science, — that 
air  is  necessary  to  life  ' 


But  the  lungs  answer  another  purpose  in  the 
animal  (economy,  beside  merely  changing  the 
composition  and  qualities  of  the  blood.  It  has 
been  proved,  that  the  temperature  of  all  animals 

depends  upon  respiration^  for  beside  that  ani- 

\ 

mals,  which  do  not  breathe,  have  an  interior 
heat,  very  little  superior  to  the  medium  in  which 

they  live,  and  are  hence  called  cold-blooded 

\  ^  * 

animals,  it  has  been  ascertained  further,  that  the 
temperature  of  breathing  animals  is  propor- 


*  This  loss  of  carbon,  and  consequently  more  complete 
animalization,  takes  place  by  the  skin  as  well  as  the  lungs  5 
for  it  has  been  proved  by  experiment,  that  the  external  sur¬ 
face  of  the  body  constantly  emits  carbon, ^carbonic  acid 
being  a  product  of  perspiration  as  well  as  of  respiration. 
Whether  it  is  transpired  as  carbonic  acid  gas,  or  formed  into 
this  gas  by  the  oxygen  of  the  atmosphere,  seems,  as  in  the 
case  of  respiration,  to  be  uncertain. 
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tioned  to  the  magnitude  of  the  lungs,  and  the 
capacity  of  these  organs  for  duly  performing 
their  functions. 

Birds,  for  example,  consume,  in  proportion  to 
the  size  of  their  bodies,  a  larger  proportion  of  air- 
in  respiration  than  man,  and  have,  in  the  same 
proportion,  a  higher  degree  of  animal  heat ;  for  , 
whatever  may  be  the  changes  in  the  exterior 
temperature,  their  interior  heat  is  pretty  uni¬ 
formly  preserved  at  103®  or  104®,  while,  in  man, 
it  is  not  more  than  QS®,  and  in  fishes,  which 
have  not  respiratory  organs^  it  is,  as  just  stated, 
at  no  time  much  above  the  temperature  of  the 
medium  in  which  their  existence  is  maintained. 

I  « 

In  what  manner  then  do  the  lungs  ..give  us 
this  almost  independence  of  the  extraordinary 
vicissitudes  to  which  we  are  exposed  in  external 
temperature  ?  In  replying  to  this  question,  we 
must  again  revert  to  the  valuable  discovery  of 
Dr.  Black  respecting  the  laws  which  regulate 
the  combinations  of  caloric. 

K2 
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It  has  been  founds  not  only  that^  air  which  is , 
expelled  from  the  lungs  in  respiration,  contains  a 
diminished  portion  of  latent  or  specific  heat, 
but  that  the  blood,  which  has  been  subject  to 
the  influence  of  this  air,  has  at  the  Same  time 
had  its  quantity  of  s^cific  caloric  augmented, 
for  venous  blood  is'  converted  in'  the  lungs  into 
arterial  blood,  and  the  latter  has*  much  more 
combined  or  specific  heat  than  the  former ;  now, 
the  change  from  arteriatl  to  venous  blood  is 
gradual,  is'  perpetual,  is  in  every  part  of  the  sys¬ 
tem;  hence;  then,  -  the  peremiity  of  animal  tem¬ 
perature,  >  and  its  i  greater  ‘reference  to  /the  size 
and  capacity  of  the  luhgs,  than;  to  variations  in 

the  state  of  the  atmospheres^.  '  .  i  . 

/ 

••I 


*  It  has  already  been  said,  that  with  respect  to  the  emis¬ 
sion  of  carbon,  the  lungs  and  the  skin  perform,  similar 
offices  in  the  animal  oeconomy.  As  it  relates  to  the  regu¬ 
lation  of  heat,  it  should  appear  that  tne  respiratory  and  per¬ 
spiratory  processes  are  not  quite  so  much  in  unison.  As  in 
respiration,”  says  one’ of  the  most  able  of  our  medical  writers, 
a  gas  is  constantly  converted  into  a  solid  or  fluid,  and  thus 
'heat  evolved,  so  in  perspiration  a  fluid  is  continually  con¬ 
verted  into  a  vapour,  and  thus  heat  is  absorbed.”  Every 
one  indeed  knows  that  perspiration  is  a  cooling  process,  and 
all  who  are  acquainted  with  chemistry  know  likewise,  that 
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It  is  not  meant  to  be  said  that  there  are  not 
difficulties  still'  attendant  upon  the  theory  of 
respiration,  which’ await  to  be  i  solved  by  further 
research;  but  thus  much  is  certain, ' that  the 
heat  necessary  to  maintain  life  is  produced  prin¬ 
cipally  if  not  wholly  by  the  respiratory  function ; 
that  by  this  function  the  blood  ^is  essentially 
changed,  so  as  to  be  fitted  fot  the  various  pur¬ 
poses  of  the  animal  oeconomy;  and,  that  this 
change  is  accompanied  by  a  corresponding  change 
in  the  atmosphere,-  both  in  its  form  and  qualities, 
very  similar  to  that  which  is  operated  by  the  pro¬ 
cess  of  combustion.  '  >  f  i 

But  for  what  purposes,  beside  that  of  develop¬ 
ing  and  maintaining  animal  heat,  is  the  blood  thus 
prepared  as  it  passes  through  the' lungs  ?  If  in 
travelling  the  circuit  of  the  animal  frame,  and 
remarking  all  its  bearings  and  peculiarities,  we 


this  effect  is  produced  by  evaporation.  There  are  some  cir¬ 
cumstances,  however,  which  run  counter  to  the  supposition 
'  that  the  regulation  of  animal  temperature  is  left  entirely 
under  the  guidance  of  the  perspiratory  orgaps.  See  Dr.  Reid 
on  Consumption. 


find  one  particular  to  arrest  attention  and  de¬ 
mand  admiration  beyond  another,  it  is  this, 
that  from  the  same  fluid  (the  blood)  a  variety  of 
products  are  incessantly  formings  some  of  which 
are  as  different  in  appearance,  in  quality^  in  every 
thing,  from  others,  as  arterialy  oxygenated,  or 
decarbonated  blood,  differs  from  the  chyle  and 

venal  blood  out  of  which,  it  is  made.  >  ;  i 

# 

*  .  »  k  ■  '  *  i 

I 

^  From  the  same  fluid  for  example,  arid  at  the 
sariie  iristant,  saliva  is  secreted  from  the  salivary^ 
tears  from  the  lachrymal  gland,  products  which, 
not  merely  in  appearance  and  consistence^  but 
likewise,  in  chemical  composition  and  qualities, 
are  very  different  ;  and  this  observation  may  be 
extended  to  *  all  the  other  secretioris  .  and  ex¬ 
cretions  of  the  ‘  body ; .  whether,  as  in  the  ex¬ 
amples  just‘  adduced,  the  matter  generated  be 
principally  discharged,  or  whether  it  be  added  i  to 
or  more  positively  form  a  constituent  of  the 


\  It  is  this  last  process  to  which  the  word  assimi¬ 
lation  is  usually  applied — a  process  by  which 
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foreign  and  dead  matter  is  made  to  constitute  an 
,  actual  portion  of  the  integral  animate  body — a 
process  by  which  aliment  is,  as  we  have  seen, 
first  changed  into  chyme,  then  into  chyle,  then 
into  blood,  and  lastly  into  the  various  constitu¬ 
ents,  solid  and  fluid,  soft  and  hard,  of  which  the 
body  is  composed. 

It  is  this  surprising  fact  in  the  animal  oeco- 
nomy  which,  as  especially  connected  with  medi-* 
cinal  agency,  demands  a  particular  investigation. 

N 

/ 

It  has  already  been  said,  that  chyme  and  chyle, 
although  made  up  principally  of  those  ingredients 
which  compose  the  aliment,  are  in  their  nature 

f  » 

and  composition  essentially  different  from  that 
which  would  be  formed  by  a  mere  mixture  of 
these  ingredients ;  nay,  further,  that  chyme  and 
chyle,  the  last  of  which  contains  the  principles,  at 
least  the  rudiments,  if  I  may  so  express  it,  of 
nutrition,  is  in  all  instances  the  same,  whatever 
may  have  been  the  material  out  of  which  it  has 
been  created. 
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We  have  seen  further,  that  these  successive 
changes  are  so  essential  to  the  blood-making^ 
nutritive,  and  assimilating  processes,  that  even 
if  a  subkance  apjproaching  to  the  nature  of  chyle 
be  introduced  into  the  stomach,  such  substance 
does  not  pass  on  lintransmuted  to  the  chyle  con¬ 
taining  organs,  but,  in  common  with  every  other 
digestible  matter,  becomes  first  chyme  in  order 
to  be  reconverted  into  chyle ;  this  indeed  would 

be  the  case  were  chyle  itself,  or  even  blood,  to 

/ 

be  received  into  the  stomach ;  the  blood'  would 
first  be  broken  down  into  chyme,  then  into 
chyle,  thus  to  be'  conveyed  thrbugh  the  lacteals 
to  the  blood  vessels. 


Here  then  we  find  chemistry  yielding  obedi¬ 
ence  to  a  superior  power.  Chemical  action  iS 
the  result  of  affinity,  but,  in  the  phenomena* 
now  under  notice,  this  principle  (affinity)  is  no 
longer  left  at  liberty  to  display  its  tendency, 

I 

all  the  substances  which  are  brought  together  in 
the  stomach,  and  upper  part  of  the  intestines, 
being  forbidden  to  assert  their  relationship  by  the 
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mandates  of  vital  impulse ;  for^  allowing  as  we 
must,  that  chyme,  and  chyle,  and  blood,  and  the 
various  secretions  and  excretions  of  the  body,  al'e 
chemical  compounds,  and  that  the  assimilation 
of  the  food  consists  merely  in  a  certain  number 
of  chemical  decompositions  which  that  food  un- 

t 

dergoes,”  yet  the  question  recurs  as  to  the 
primum  mobile;  for  why,  merely  from  a  dif¬ 
ferent  state  of  the  animal  spirits,  should  sub¬ 
stances  taken  into  the  stomach  be  in  a  greater 
or  less  degree  permitted  to  display  that  mutual 
disposition  to  combination,  which,  when  out  of 
the  body,  or  when  animation  has  entirely  tied 
the  body,  immediately  commences. 

f 

"  Further,  it  has  been  said  that  from  the  same 
mass  of  blood,  and  consequently  from  the 
same  chemical  compound,  very  dissimilar  pro¬ 
ducts  are  engendered, -according  to  the  demands 
of  the  system.  Let  this  blood  be  conveyed  to 
one  part,  and  there  it  shall  deposit  osseous  mat¬ 
ter  (phosphate  of  lime) ;  to  another,  the  sub- 

/■  - 

stance  (fibrin)  of  which  the  muscles  are  prin¬ 
cipally  made  up ;  while,  from  the  blood  circulating 

S' 
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through  the  bram,  the  cartilages,  and  other  or* 

gans,  albumen  is  chiefly  extracted,  and  this,  in 

\ 

all  instances,  without  any  additional  quantity  of 
matter  in  the  several  parts  where  these  several 
compounds  are  formed. 

We  find  this  very  remarkable  principle  of 

intussusception,  as  it  has  been  named  to  cha* 

racterize  even  vegetable  life,  for  in  plants, 

while  the  vital  principle  is  operative,  this  for- 

« ' 

mation  as  it  were  of  new  matter,  is  incessantly 

i 

going  on.  I  have  elsewhere  referred  to  *,  and 
here  again  shall  adduce  an  example  from  the  very 
admirable  work  of  M.  Richerand  on  physiology 
to  illustrate  this  fact.  The  marine  plant,” 
says  M.  R.  ‘‘  the  ashes  of  which  form  soda,  if' 
sown  in  a  box  filled  with  earth  that  does  hot  con-  < 
tain  a  particle  of  that  alkali,  and  moistened  with 
distilled  water,  furnishes  it  in  as  great  quantity  as 
if  the  plant  had  been  growing  on  the  borders  of 

r  '  N 

the  sea  in  a  swampy  soil,  always  inundated  by 
brackish  or  salt  water.”  '  In  this  instance,  vve 

t  '  *'■ 

'  /  *  Gregory’s  Encyclopoedia^  Article  Physiology. 
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find  the  principle  of  nutrition  and  assimilation 
to  be  the  same^  as  when  aliment^  containing  no 
phosphate  of  lime  in  its  composition,  forms  the 
basis  of  chyme,  of  chyle,  and  of  blood,  from 
which  last  this  matter  is  drawn  in  copious 
quantities. 

If  the  reader  should  be  so  indulgent  as  to  go 
with  me  through  the  next  chapter,  the  reason 
then  will  be  more  fully  seen  of  my  enlarging  on 
.  this  great  characteristic  of  life — this  converting 
or  as  it  were  creative  power  of  the  vital  prin¬ 
ciple.  I  shall  conclude  the  present  division  of 
my  subject  by  saying,  that  this  faculty  is  not 
without  its  limits  and  modifications ;  for  some 
substances  shall  in  a  manner  insinuate  them¬ 
selves  into,  and  become  parts  of  ail  animal  or 
vegetable,  nearly  in  the  manner  of  chemical 
attraction ;  and,  without  undergoing  that  actual 
change,  which  in  most  instances  is  operated  upon  ^ 
aliment  by  vital  agency.  '  . 

There  ^are,  for  instance,  some  substances  that 
are  incapable  of  conversion  into  chyme  or  chyle, 

s  2 
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which  substances,  however,  the  chyle  being 
formed,  have  an  affinity  with  one  of  its-  in¬ 
gredients  or  products,  and,  by  consequence, 

when  they  have  been  taken  into  the  stomach, 

# 

and  have  passed  into  the  upper  part  of  the  intes- 

*  ' 

tines,  combine  chemically  with  the  chyle,  and, 
thus  combined,  pass  on  into  the  blood  vessels  to  ^ 
be  thrown  out  together  with  that  substance  with 
which  it  has -this  affinity, 

« 

Thus  madder  has  an  affinity  to  phosphate  of 
lime.  Now,  when  this  substance  (madder)  is 
mixed  with  the  food  of  animals,  it  is  not  changed 
into  chyme  or  chyle,  but,  having  an  affinity  for 
a  material  which  is  to  be  one  of  the  products 
of  chyle  or  of  blood,’  passes  from  the  stomach 

through  the  lacteals,  and  circulates  with  the 

\ 

whole  of  this  fluid  as  a  constituent  of  ah  homo¬ 
geneous  mass,  and  is  only  separated  with  the 
separation  or  deposition  of  the  matter  by  which, 
though  itself  in  a  manner  latent,  it  had  been 
attracted  into  the  blood,  A  proof  of  this  prin¬ 
ciple  has  been  afforded  by  the  well-known  ex¬ 
periment  of  mixing  madder  with  the  food  of 
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animals,  during  which  time  the  bones  receive  a 
colour  of  which  they  are  immediately  deprived  by 
the  cessation  of  what  had  occasioned  it — a  cir¬ 
cumstance  not  merely  demonstrative  of  that  fact 
to  establish  which  I  have  adduced  the  example ; 

”•  r 

but,  which  likewise,  serves  to  shew  that  there  is 
an  incessant  destruction  and  renewal  of  those 
particles  which  enter  into  the  composition  of  a 
living  body.  We  have  therefore  evidence  at  the 
very  least  approximating  to  complete  demon- 
stration,  that  our  bodies  at  one  time  do  not  con¬ 
tain  a  single  particle  of  the  same  matter  of  which 
they  are  composed  at  another ;  thus,  while  con¬ 
sciousness  teaches  us  our  continued  identity  and 
individuality,  physiology  shews  us  that  we  actually 
become  at  different  periods  of  our  lives  new  ex¬ 
istences — that  we  ourselves,  and  those  to  whom 

t 

we  are  attached  by  sympathy,  have  not  perhaps 
one  atom  of  the  identical  matter  of  which  our 

bodies  were  formed  when  such  attachment  com- 

\ 

menced  4 — a  fact  which  has  been  brought  forward 
with  some  fairness  as  an  argumentum  ad  absur- 
dum  against  the  creed  of  the  materialist. 


/ 


/ 
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■  But  I  am  widely  wandering  from  my  subject, 

\ 

namely^  the  application  of  physiological  doc- 

'  *  \ 

trines  to  medical  practice — a  subject  which  I 
shall  endeavour  to  discuss  in  the  ensuing  chap- 
ter. 
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CHAPTER  VII. 

It  has  been  my  endeavour  in  the  two  preceding 
chapters,  to  give  the  reader  an  insight  into  the 
nature  and  objects  of  chemistry,  to  illustrate  the 
great  improvements  of  the  moderns  in  this  de*^ 
partment  of  knowledge,  and  to  shew  the  intimate 
connection  of  chemical  with  physiological  science. 

It  now  remains  for  me  to  state  how  far,  in  my 

% 

opinion,  chemistry  has  and  may  be  rendered 
subservient  to  the  advancement  of  medicine,  and 
how  far  its  powers  have  been  miscalculated,  or 
its  province  mistaken,' in  regulating  the  admini¬ 
stration  of  remediate  agents. 

•  On  the  false  applications  that  have  been  made 
of  other  sciences  to  the  science  of  life,  I  have 

I 

had  before  occasion  shortly  to  animadvert ;  and 
it  were  injustice  to  our  ancestors,  whom  in  the 
plenitude  of  modern  learning  we  are  too  apt 
indiscriminately  to  censure,  not  to  admit  that 
even  in  this  our  day,  when  the  boundaries  of 
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science  are  more  strictly  defined,  and  in  a  man- 
'  ner  defended,  a  menace,  at  least,  now  and  then 
breaks  out  of  that  restless  excursive  spirit,  which 
disdains  limitation  and  defies  restraint; 

Since  the  time  of  Lavoisier,  we  have  really 
heard,  both  in  this  and  other  countries,  so  much, 
and  in  such  a  manner  of  oxygen,  that  we  almost . 
'  sicken  at  the  sound ;  nevertheless  the  most  ex¬ 
travagant  of  the  savam  in  the  present  time,  even 
in  their  wildest  flights  of  liypothetical  concep¬ 
tion,  still  in  general,  retain  sufficient  sanity  to  be 
conscious  of  their  wanderings — an  apology  which 
could  not  be  made  for  many  of  the  philosophers 
—the  viri  graves  et  docti  of  the  times  that  are 
past. 

V 

V  • 

X 

A  very  few  examples  will  suffice  as  specimens 
cf  hasty  deductions  from  unwarrantable  pre¬ 
mises,  which  have  been  afforded  by  the  new 

•  theories  of  chemistry  and  of  medicine.  I  shall 

» 

,  then  go  on  to  a  more  particular  investigation  of 
the  subject  under  notice. 
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Any  thing  like  medical  novelty,  In  the  shape 
of  system,  has  for  the  most  part  been  made  to 
apply  especially  to  fever ;  perhaps  on  account  of 
the  almost  universality  of  this  complaint,  as  there 
is  scarcely  any  deviation  from  the  standard  of 
health,  indeed  there  are  very  few  local  disorders 
but  are  accompanied,  sooner  or  later,  and  in  a 
greater  or  minor  degree,  with  that  general  lan¬ 
guor 'and  irregular  excitement  of  the  circulation 
by  which  fever  is  constituted.  No  wonder  then, 
that  after  the  numerous  but  abortive  progenies 
of  ingenious  labour  in  this  department  of  medi¬ 
cine,  the  Lavoisierean  discoveries,  which,  from 
their  very,  nature,  attached  themselveles  closely 
to  medical  speculations,  should  be  brought  to 
bear  on  the  subject  of  fever.  ^ 

It  happened  that  the  greater  number  of  reme¬ 
dies,  which  experience  had  proved  most  effica¬ 
cious  towards  subduing  or  arresting  the  progress 
of  fever,  were  substances  containing  a  large  pro¬ 
portion  of  oxygen ;  it  was  therefore  precipitately 

I 

inferred,  that  the  essence  of  fever  was 'the  ab- 

/ 

sence  of  oxygen,  and  that  to  oxygenate  the  frame 

T 
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would  be  to  cure  the  disorder— a  conjecture, 
which,  variously  modified^  served  in  its  discussion 
to  occupy  volumes.  *  .  ' 

ir  ;  -  \ 

Against  luces  venerea  mercury  had  long  main*’ 

V 

tained  its  claim  to  be  considered  as  ^a  specific : 

but  iti  its  crude  metallic  state,  ■  this s  sub-r 

\ 

stance,  in  whatever  quantity  taken,  has  lio  influ-r 
ence  upon  the  disease ;  it  is  only  when  com^ 

bined  with  oxygen  that  quicksilver  is  antivehereaL 

_  \ 

To  oxygen  then  did  dur  theorists  attribute  all 
the  virtue  of  this  metallic  oxyd ;  and,  as.in  fevery 
so  in  this  last  affection,  medicinal,  agency  was 
supposed  to  be  merely  a  species  of  oxygenation, 
^^Hence  the  extensive  trials  made  of  some  of 
the  acids  as  substitutes  for  mercury,  u  ■ 

N  * 

Nay,  from  this  loose  mode  of  reasoning,  the 
actual  convertibility  of  one  disease  into  another 
was  supposed,  merely  by  an  interchange  of  che¬ 
mical  principles.  That  lividness  of  the  lips  and 
gums,  tliat*  foulness  of  the  teeth’,  .that  foetor  of 
the  breath,  that  general  languor  "and  lowness 
which  characteri^  scorbutic  complaints,  w^ere 


vi3i) 

\ 

conceived  to  argue  a  deficient  oxygenation—^ 

» 

notion  which  received  support  from  the  efficacy 
of  acids  as  antiscorbutics : — phthisical  and  l;iec- 
tic  afffictions  are  marked  by  characters  the 
reverse  of  those  just  noticed ;  here,  the  hard 
pulse>  the  flushed  Crimsoned  appearance  of  the 
face,  the  transparency  of  the  teeth,  the  foulness 
of  the  skin^  the  comparative  clearness  and  clean¬ 
ness  of  the  fauces,  and  the  vivacity  of  mind^  de¬ 
note,'  as  it  was  imagined,  a  superabundance  of 
the  oxygenous  principle*  It  will  create  in  the 
reader  some  surprise  to  be  told  that  one  of  the 

most  able  of  our  'medical  writers  inferred  from 

\ 

.these  slender  premises,  and  with  some  confidence 
tob,  published  his  opinion,  that  we  might  learn 
to  cure  consumption,  which  had  hitherto  been, 
'and  is  still  alas  1  an  incurable  disease,'  tncrely  by 

A 

impregnating  the  system  with  scurvy — a  scurvy 
joke  the  reader  will  say,  but  1  can-  assure  him  ^it 
was  proposed  in  good  earnest*  . 

I  "* 

But  it  were  an  unnecessary, Occupation  of  time 
to  go  the  whole  round  of  those  conjectural  ex- 
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travagancles  that  have  grown  out  of  the  anti* 
phlogistic  principles the  task  would  be  also  in* 
vidious  as  well  as  superfluous ;  for  the  ferment  has 
now  pretty  well  subsided,  and  the  use  of  chemis¬ 
try  in  medicine  has  come  to  be  more  tem¬ 
perately  and  of  course  more  duly  appretiated. 

/ 

i 

It  will  not  be  necessary  to  adduce  evidences 
for  the  purpose  of  proving  the  advantages  we 

r 

have  gained  as  well  in  the  management  of  those 
maladies  just'  mentioned  as  in  many  others,  by 
tlie  light  which  the  new  .chemistry  has  cast  on 

I 

the  constitution  of  the  animal  frame,  by  the  ex¬ 
planation  it  has  afforded  of  the  natural  functions, 
by  the  particular  connection  it  has  pointed  out 
between  respiration  and  digestion,  and  by  the 
facility  which  it  has  given  to  the  analysis,  both  of 
the  principles  and  products  of  an  organized 
body ;  indeed,  without  any  special  and  apparent 
application  of  the  doctrines  of  chemistry  to  the 
theory  of  disease,  the  two  sciences  of  medicine 
and  of  chemistry  are  in  a  manner  so  interwoven 
the  one  with  the  other,  that,  as  I  have  before 
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said,  an  advancement  in  the  latter  cannot  fail, 
under  proper  directions,  to  bring  with  it  an  im¬ 
provement  in  the  former. 

>  .  f  . 

Still  I  think  there  is  some  little  room  left  for 
animadversion  upon  the  chemical  practice  of 
medicine,  if  I  may  so  term  it,  of  a  less  enthu- 

I 

siastic  nature  than  that  to  which  I  have  above 
alluded.  I  cannot  help  fearing  that  much  of  our 
present  theory  and  practice  is  founded  upon  an 
insufficient  attention  to  the  fact,  that  the  affi¬ 
nities  of  an  organized  body  are  under  the 
guidance  of  a  superior  influence — namely,  vital 
agency:  it  was  from  this  persuasion  that  I  was 
induced  in  the  preceding  chapter  to  insist,  and 
dwell  particularly  upon  that  singular  principle 
in  the  animal  oeconomy,  by  the  exercise  of 
which  new  matter  is  actually  created,  if  the  ex¬ 
pression  may  be  used,  to  answer  the  exigencies 

of  the  system.  .  , 

•  •  \  *  , 

To  revert  to  this  principle  as  introductory  of 
what  I  am  about  to  advance  in  reference  to  its 
connection  with  the  practice  of  medicine.  Sup- 
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pose  i  wish  to  produce  a  more  than  comriioll 
discharge  from  any  one  of  the  secretory  or  ex¬ 
cretory  organs,  say,  for  ^ex^ple^  the  salivary 
glands :  the  product  of  these  glands  is  saliva,  and 
saliva  consists  of  the  following  ingredients,  Muci-^ 
lage,  Albumen,  Muriate  of  Soda,  Phosphate  of 
Soda,  Phosphate  of  Lime^  and  Phosphate  of  Am»- 
iiionia.*  Now  by  introducing  these  principles,’ 
any  or  all  of  them^  into  the  stomach,  or  even 
applying  them  more  immediately  to  the  glands^ 

^  ,  t 

should  I  accomplish  my  object  of  procuring  a 
superabundance  of  saliva?-- -No,  this  purpose 
would  only  be  effected  by  the  application,  imme¬ 
diate  or  intermediate,  of  those  substances  or 
powers  which  experience  had  proved  to  have  an 
influence  in  the  excitation  of  those  organs,  'by 
the  action  of  which  saliva  is  generated— nay, 
the  mere  sight  of  a  savoury  *  viand,  without  an 
actual  addition  of  matter  in’  any  .  way  to  the 
system,  will  sometimes  in  a  moment  occasion 
the  formation  of  all  these  products,  which  could 
in  no  time  or  way  be  manufactured  out  of  the 

f 

ingredients,  externally  or  internally-  used^  which 
the  chemists  tell  us  constitute  saliva^ 
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To  apply.  Several  maladies  come  under  thie 
cognizance-  of  the  physician,'  the,  characteristics, 
of  which,  as  far  as  effects  are  concerned,  are  im 
'  some  cases  a  deficiency,  in  others  an  exuberance 
of  secreted  or  excreted  matter ;  thus  the  disease 
incident  especially  to  children — Rickets,  has  for 
its  essence  a  diminished  quantity  of  the  phos¬ 
phate  of  lime-^a;  substance  of.  which  the  hard 
part  of  the  bones  is  made  Up. ’  On  the- other 
hand,  in  Diabetes,  we  have  an  inordinate  ^  flow 

i 

/  - 

of  urine,  which,  in  one  species  of  the  complaint, 
is  altered  in  quality  as  well  as  augmented  in 
quantity  ;“again,  protracted  Gout  frequently 
occasions  the  excretion  of  a  particular  kind  of 

I 

matter ;  and  a  Stone  in  the  bladder  or  the  kid  - 
neys  is  formed  upon  the'  same  principles.  ■ 

Now,  what  appears  to  me  the  mistake  on  the 
part  of  the  theorists  to  whose  speculations  I  am  - 
alluding  is  this,  that  they  too  precipitately,  and 
in  too  unqualified  a  manner  infer  the  generation, 
and  opposition,  and  neutralization  of  matters, 
m,  from  that  which  they  have  noticed  of 
the  body ;  it  is  this  mistake  indeed  which  con- 
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stituted  the  errors  of  the  humoral  pathology — 
errors  which  were  partly  exposed  by  a  more  cor- 
rect  anatomy,  partly  by  the  arguments  of  the 
soiidists,  and  which  were  more  thoroughly  fe- 
futed  by  the  tenable  part  of -the  doctrine  of 
excitement,  -  '  >  *  ^  '  . 

t 

‘  Let  us, .  by  way  of  -illustration,  go  over  in  a 
cursory  manner  •  the  principles  which  ought  to 
regulate  the  treatment  of  the  disorders  just  men¬ 
tioned  :  and  first,  how  often  do  we  see^a  rickety, 
diseased,  and  deformed  infant,  restored  to  health, 
and  strength,  and  straightness  of  limb,  solely  by 
a  judicious  use  of  what  Dr.  Brown  calls  the 
exciting  powers ;  that  is,  by  nutritive  food,  good 
nursing,  and  pure  air^  with  the  occasional  admini- 
stration,  perhaps,  of  chalybeate  medicines ;  this 
child,  during  a  given  time  from  the  commence¬ 
ment  of  its  cure,  shall  not  have  , taken  into  its 
stomach  one  particle  more  of  the  phosphate  of 

I 

lime,  or  of  those  ingredients,  which  by  any  ad¬ 
mixture  out  of  the  body,  could  have  formed  this 
substance,  than  in  the  same  space  of  time  it  had 
received  during  the  worst  period  of  the  malady, 

1  ^  ^ 
/.  -I  ‘.II 
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bow  then  has  the  cure  been  accomplished? 
Whence  have  the  bones  which,  from  want  of 
the  principle  in  question,  were  soft  and  curved, 
been  furnished  with  it  and  are  now  firm  and 
straight  ?  Because  simply  we  have  restored  that 
kind  and  degree  of  excitation  in  the  osseous 
vessels,  which  were  necessary  to  enable  them  to 
extract  this  material  out,  or  form  it  from,  the 
blood* 

I 

Again,  in  Diabetes,  we  have  defective  dbylifi- 
cation  and  assimilation,  -  we  have  consequent 
emaciation,  and  chylous  or  at  least  saccharine 
urine.  This  is  disordered  action ;  and  the  con^ 
sequence  of  such  disordered  action  is  the  dis¬ 
charge  of  that  something  which,  had  all  been 
right  with  the  assimilating  and  digestive  organs, 

would  have  proved  the  pabulum  of  fresh  matter 

\ 

to  the  body.  Do  we  attempt  the  cure  of  this 
malady  by  examining  the  substances  excreted, 
and  throwing  into  the  stomach  a  fresh  supply  of 
such  substances  ?  In  this  attempt  we  should  cer¬ 
tainly  be  foiled ;  nay,  it  is  this  species  of  matter 
which  experience  proves  has  most  tendency  to 
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increase  the  disorder ; .  inasmuch  as  it  is  disposed 

to  run  into  a  state  of  fermentation,  and  is  con- 

* 

sequentlyirendered  unfit  to  form  chyle.  ‘ 

•  ’//Oil  ^  tv 

\  »  • 

Further, ‘as  it  regards  our  third  example. 
That  kind' of  inflammatory  action '  which  icha-i- 
racterizes  '.Gout,  is  very  often  productive  of  a 
,  concretion;:  which  we.  find'  ih  a-  great  ^measure 

constituted  by  the  lithic  or  uric  acid  united'  with 

soda;  now,  an  individual,  whose  system  is  tho-  ' 

r'  > 

roughly  imbued  with  gout  has  perhaps,  lived  in 
/  precisely  the  same  manrier,  has  taken  into,  his  ' 

'  stomach  the  same  aliment,'  with  another,  whose 
constitution -does  not  -  exhibit  the  smallest' ten- 
dency  towards'  the  disease -fin  question.  Does 
not  ' this  prove,  or,  at  least,.,  go  a  considerable 

'  ' 

way  towards  establishing  ,the  inference, 'that fan  ' 
athritic  is  not  such  on  accdunt  of  a  superabun- 
dance  of  this  urate  of  soda  floating  or  circulat- 
ing  in  his  system,  but,  because  he  is  consti¬ 
tutionally' obnoxious  to  that  species  of  irritative 
action  which  has  the  power' of  generating  vthis 

substance  from  the  ’ blood  J  And  does  not  this 

/  • 

view  of  the  subject  lead  to  an  important  prin- 
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ciple  in  the  treatment  of  the  complaint,  namely, 
that  to  remedy  it  is  to  correct  the  morbid  action 

I 

by  which  it  is  constituted,  not  to  neutralize  the  ' 

substances  which  are  meyely  the  consequences  or 

products  of  such  action  ?  ^  ^ 

'  \ 

*  /  * 

If  chemistry,  in  the  way  supposed  by  some,  were 

operative  on  any  one  affection  more  than  ano- 

\ 

ther,  we  should  suppose  it  to  be  on  the  stone  of 
the  bladder  or  the  kidneys ;  yet,  even  here,  we 
shall  find,  I  believe,,  the  most  effectual  correc¬ 
tions  to  be  those  which  correct  the  disposition  to 
the  formation  of  stone,  not  those  which  decom¬ 
pose  its  ingredients  and  neutralize  its  principles 
when  formed. 

When  the  alkaline  medicines  came  first  into 

li 

use  as  lithontriptics,  it  was  soon  perceived,  that  ' 
in  their  caustic  or  pure  state  they  could  not  be 
administered  in  the  quantity  requisite  to  produce 
their  effects ;  the  mild  alkalies  were  therefore  had 
recourse  to  as  substitutes,  are  now  pretty  gene¬ 
rally  employed,  and,  in  many  instances,  with 
considerable  success.  But,  in  this  latter  case,  it 

¥  2^ 
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) 

'  is  evident  that  the  virtues  of  the  substances  in 
question  are  not  derived  from  their  solvent 
power,  for  the  carbonated  or  mild  alkalies  are 
incapable  of  dissolving  or  decomposing  the  cal- 
curary  concretions,  even  when  applied  out  of  the 
body.  As  far,  then,  as  they  are  at  all  efficacious, 
it  is  in  consequence  of  the  faculty  which  they 
possess  of  correcting  the  tendency  to  the  con-^ 
cretion  of  stone 

The  reader  will  not  do  me  the  injustice  of  sup^ 
posing  that  these  few  suggestions  are  made  for 

\  ^ 

*  Allowing  the  view  which  I  have  taken  of  the  subject 
to  be  correct,  it  follows  that  the  very  able  analysis  of  cal¬ 
culi,  with  which  we  have  recently  been  furnished  by  Efr, 
Wollaston,  does  not  so  obviously  and  immediately  apply 

.  t 

to  practical  purposes  as  might  at  first  sight  be  conceived, 
Some  concretions  prove  soluble  out  of  the  body  by  the 
muriatic  acid,  others  by  alkaline  leys  j~the  inference  froi» 
this  discovery  has  been^  that  the  mineral  acids  are  lithontrip- 
tics  in  one  case,  alkaline  medicines  in  the  other.  But  I  think 
that  I  have  perceived  benefit  follow  from  the  use  of  both 
these  medicines  at  different  times  in  the  same  individuah 
In  like  manner  Dr.  Bree,  in  his  very  able  treatise  on 
Asthma,  shews  in  what  way  both  acids  and  alkalies  may 
answer  the  same  purposes  in  thu  animal  (economy, 
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the  purpose  of  supporting  the'  hypothesis  of  ex* 
citement,  or  any  other  hypothesis,  merely  for 
its  own  sake. — It  is  my  wish  to  embark  in  the 
service  of  truth,  not  to  enlist  in  the  slavery  ot- 
system.  Nor  would  J  at  all  question  the  pos-» 

f 

sibility  of  immediately  impregnating  in  some 
instances,  the  living  body  with  chemical  cor¬ 
rectives  ;  my  only  desire  is  to  check  that  dis^ 
position- — a  menace  of  which  I  think  is  percep¬ 
tible  in  the  complexion  of  ,som0  works,  even  of 
the  present  day,  to  overlook  the  distinguishing 
characteristics  of  life,  and  thus  to  carry  us  back 
into  the  exploded  notions  of  humours  and  im¬ 
purities  of  blood — notions  which  taken  up  and 
acted  on  in  an  unqualified  manner,’  have,  I  am 
persuaded  been  productive  of  considerable  injury, 

ff. 

j 

I 

> 

I  have  thus  essayed  a  cursory  statement  of  my 

.  I 

sentiments  on  the  influence  'both  of  Brown’s 
speculations^  and  the  chemical  doctrines  which 
so  shortly  succeeded,  I  shall  now  go  on  to  offer 
one  or  two  remarks  on  that  practice  which  has 
recently  become  so  prevalent  in  this  country. 
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—  \ 

and  which  has  called  forth  the  encoihiums  of 

f  ^ 

some,  while  it  has  served  for  the  dnvectives  of 
others— I  mean  that  founded  upon  the  suppo¬ 
sition  that  iilmost  all  the  maladies 'to  which  the  - 

'  \ 

body  is  incident  have  more  or  less  connection, 
either  with  intestinal  impurities  and  obstructions, 
or  at  least  with*  derangement  in  the  digestive  - 
organs.  - 

\ 

.  f  ^  •  • 

‘  t  *  . 

j.  ,  -  -  -  - 

t  .  I  . 

.  It  is  the  custom  of  some,  I  have  before  re- 
'  marl^ed,  to  decry  system  and  principle  as  at  the 
best  an  useless  encumberance,  or  serving  merely 
to  exercise  ingenuity.  You  will  often  hear  it 
'  observed,  that  however  two  individuals  m'ay 
differ  in  theory  they  agree  in  practice,  and  that 
disputes  on  doctrines  are  disputes  on  'words. 
Sometimes  in  physic,  as  well  as  in  metaphysic, 

t 

this  kind  of  scepticism  respecting  the  application  > 
of  principle  is  justifiable;  but,  let  what  has  been 
advanced  in  reference  to  purgative  medicines  by 
qne  school  be  compared  with '  what  has  been 
tg^yght  on  the  same  head  by  another,'  and  then 
let  it  be' determined  whether  medical  disputations 
ar^da, every  case  merely,  verbal.  '  .  ...  k, 
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When  the  doctrines  of  the  solidists  came  to-be 
pretty  generally  received,  as  rules  of  practice  in 
the  room  of  *  the  humoral  pathology,  and  more 
especially  when  the  ‘death  blow  ,had  been  giver> 
to.  this  pathology  by  the  reasonings  of  Brown,  it 
was  conceived,  arid  to  a  certain  extent  very  justly 
conceived,  that  the' custom  of  having  recourse, to 
evacuants  was  founded  upon  partial,  at  the  ex- 

( 

pence,  of  general^  views  on  the  nature  of  disease 
*^that  !the  prescriber  of  purgatives  was  a  pre-r 
scriber  merely  to  symptoms  or  effects.  The 
practice  of  purging,”  says  Dr.  Brown,  from 
an  idea  of  clearing  away  stuff  from  the  intestines, 
is  not  so  judicious  even  as  that  of  some  foolish 
boys,  who  place  their  success  in  bird  catching 
from  the  chance  of  .  bringing  down  thejiests 
from  the  tops  of  high  trees  by  throwing  sticks 

j 

and  stones  at  them ;  while  other  boys,  more^sen- 

sible  and  alert,  climb  up  and  seize  every  one  of 

/ 

them.”  -  >J  '  , 

*  ‘  *  ■  •  *  V 

.  ;  '  ,  f  '  -f  .  ,  .  ■ 

But  we  have  lately  seen  attempts  to  revive  the  . 
practice  of  purgation  in  all  and  more  than’  all  its 

I  • 

former  •  force ;  and,  as  the  writings  recbmmen- 


t 


/ 


IM 


tlatory  of  this  practice  are  in  evety  hand,  it  be* 

y'  _ 

comes  expedient  in  a, professed  dissertation  oiji 
modern  medicine^  to  take  especial  notice  of.  their 
probable  tendency  and  influence,  otherwise  the 
subject  in  question  might  have  passed  under  re*- 
yiew  while  iwe  were  engaged  in  attempting  to 
establish  the  pro  and  con  of  Brunonianism,  u  r 

'  r  '  ^ 

/  I  '  :  i  •  r 

»  "  ■  *  -  -  -  '  ^  • 

■  Media  inter  diversas  seritentias***  That  thf 
plan  of  radical  and  general  excitation  is  in  ev^ 
instance  preferable  to  mere  symptomatic  pf acticej 
if  the  expression  be  admissable^^^scarcely  admits 
of  question ;  but,  it  is  necessary  sometimes  to 
clear  the  ground  before  we  engage  in  the  con^" 
test,  otherwise  we  shall  find  our  principles  frus-» 
trated  and  our  tactics  unavailing.  This  necessity 
I  have  elsewhere  adverted  to,  when  considering 
the  treatment  of  apoplexy^  '  ■  /  ‘ 

r 

_  I 

But  further.  It  is  taking  too  narrow  a  view 
of  purgative  medicines,  nay,  it  is  altogether  mis¬ 
conceiving  the  mode  of  their  acting,  to  suppose 
them  in  all  cases  directly  debilitating.  In  com*^ 
mon  with  others,  it  has  been  my  fate  to  witness 
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\  ^ 

the  sudden  and  almost  total  dissipation  of  dis- 

A 

eases,  which  would  on' all  hands  be  admitted  to 
argue  much  weakness,  merely  by  the  administra¬ 
tion  of  cathartics,  and  that  too,  when  they  have 
for  a  long  time  refused  to  yield  to  stimulant  or 
tonic  medicines. 

I 

Those  convulsive  agitations  of  the  limbs, 
which  constitute  the  affection  named  St.  Vitus’s 
Dance,  several  species,  of  Epilepsy,  and  very 
many  maladies  beside,  which  are  classed  by 
Brown  under  -the  head  of  asthenic  affections,  or 
disorders  dependent  upon  deficient  excitement,  I 
have  known  to  submit  to  a  purge  as  to  a  charm, 
after  the  protracted  use  of  exciting  agents  could 
not  make  them  resign  their  firm  hold  on  the 
system. 


The, operation  of  purgative  medicines  is  four¬ 
fold.  They  in  the  first  instance  serve  to  dis¬ 
charge  extraneous  matter  from  the  stomach  and  ' 
intestines,  which  if  permitted  to  remain  would 
prove  a  source  of  irritation  as  well  as  mechanical 
obstruction  to  the  influence  and  operation' of 


\ 
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exciting  agents ; ‘they  •  in  the  second  place  aug^ 

>  /  ment  the  secretions  from  the  glands  of  the  intes^ 
tines ;  they  thirdly  serve  to  divert  the  fluids  from 
other  parts  of  the  body ;  and  fourthly  they  com-^ 
municate  an  impulse  and  activity  to  the’  frame 
universally.  Hence  thdr  respective  use  in  bilious. 
In  hypochondriac,  and  in  febrile  affections,  in 
diseases  originating  in  or  connected  with  a  torpid 

state  of  ^  the  intestinal  glands,  in  apoplectic  me- 

\ 

naces  or  attacks,  and  lastly  in  almost  all  dis¬ 
orders  of  debility.  ^  . 

After  this  admission,  I  surely  shall  not  be 
suspected  of  party  spirit  in  the  few  strictures 
which  I  deem  it  incumbent  on  me  to  pass  upon 
the  gastric  and  intestinal  rage,  both  professional 
and  public  of  the  day, 

I 

'  I 

.  •  I 

It  behoves  us  then  in  the  first  place  to  recol- 
lect  that  the  alimentary  and  intestinal  canal  ob^  : 
serve  the  general  law  of  the  living  system,  and 
cannot  be  preternaturally  or  forcibly  excited, 
without  being  followed  by  a  corresponding  de-  ; 

I 

gree  of  inaction  and  debility — that  they  cannot, 
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to  use  the  words  of  an  author  so  mahy  times 
quoted,  be  cleared  out  and  cleaned  like  a  soldier’s 
firelock.  In  fact,  no  one  perhaps  ever  took  a 
purge,  or  had  recourse  to  an  emetic  without  in 
some  small  measure  diminishing  the  tone  of  the 
stomach  and  bowels,  and  thereby  inducing  the 
necessity  of  having  again  recourse  to  its  use, 
which  is  likely  at  length  to  induce  a  habit  in  the 
highest  degree  disgusting  in  itself,  and  calculated 
in  its  effects  to  lay  the  foundation  of  painful> 
protracted,  and  often  irremediable  complaints,  in 
and  about  the  intestines, 

I 

It  ought  secondly  to  be  had  in  mind,  that  the 
inactive  state  of  the  stomach  and  bowels,  and 
consequent  collection  of  colluvies  in  the  ali¬ 
mentary  canal^  often,  and  I  believe  much  oftener 
than  is  suspected,  stands  in  relation  to  general 
disease,  as  effect  rather  than  as  causes  Disor- 

ders  of  the  stomach  and /torpor  of  the  intestines 

-  / 

very  frequently  produce  head  ach-^granted ;  but 

does  the  converse  of  the  position  never  hold 

/ 

good  ?  Do  we  not  often  see  affections  of  the 

,  '  % 

mind  produce  maladies  of  the  body,  and  is ,  not 

X  2 
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'  one  of  the  most  common  modes  in  which  these ;  | 
maladies  display  themselves^  a  disordered  state  of  : 
the  stomach  and  bowels  ?  Nay,  will  not  blows  | 
'  on  the  head,  will  not  inflammations  and  dropsies, 
and  other  diseases  of  the  brain  often  give^  the 
first  indications  of  their  existence  by  deranging 
the  oeconomy  of  the  first  passages  ?  And  are  ’ 
these  disorders  to  be  resisted  solely  by  resisting 
some .  of  .their  effects  ?  Is  there  not  a  more 
radical  way  of  going  to  work?  'Do  we  not  by 

taking’ cognizance  merely,  of  the  stomach  and 

»  ■ 

bowels,  throw  at  the  nests  in  place  of  climbing 

the  tree  ?  And  are  we  not  likely,  even  if  we  effect 

, '  '' 

our  object,  to  effect  it  lamely  and  partially  ? 

t  -  *  . 

''  I  shall  be  applied  to  by  an  invalid,  who  has 
every  evidence  of  a  disordered  state  of  the  diges¬ 
tive  or  chylopoetic  organs — pains  and  sensations 
of  weight  in  and  about  the  stomach,  a  diminished 
appetite  and  digestion,  flatulence,  obstipation,  a 
foul  and  furred  tongue,  alternate  feelings  of  heat  ' 
and  cold,  with  dejection  of  mind  and  lassitude  of . 
body.  Now  these  two  last  symptoms,  dejection  . 
of  mind  and  bodily  weakness,  shall  in  general 
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have  occasioned  that  irregularity  in  the  chylc- 

poetic  viscera,  which  are  too  often  regarded  as 

the  causes  rather  than  the  effects  of  the  prime 

and  principal  disease.  If  it  be  urged  that  the 

% 

general  indisposition  often  obviously  succeeds 
the  reception  into  the  stomach  of  indigestible 
materials,  it  is  answered,  that  these  very  sub¬ 
stances  are  in  many  cases  but  relatively  indiges¬ 
tible,  for,  when  taken  by  an  individual  who  is  in 
a  state  of  full  and  healthy  excitement,  none  of 
the  unpleasant  consequences  above  mentioned 
shall  ensue. 

c' 

•  *  / 

Surely  then  it  ought  to  be  my  object,  in  the 

I 

management  of  the  complaint,  to  aim  at  the 
restoration  of  this  natural  and  salutary  state  of 
the  universal  system,  by  which  the  disorder  will 
not  merely  be  carried  off,  but  prevented  from 
returning.  ' 

Let  me  further  suppose  the  trial  made  of  the 
two  different  methods  of  remedying  the  same 
indisposition.  One  dyspeptic  invalid  shall  have  ^ 
recourse  to'  his  cathartic  potion,  his  antibilious 
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'  drug,  or  analeptic  pill,  and  shall  pro  tempore  be 
Freed  from  his  distressing  sensations ;  but  a  little 
time  will  Convince  him  that  he  has  scotched 

I 

the  snake^  hot  killed  it that  he  has  subdued 
the  complaint  iiietely,  not  counteracted  its 
cause ;  it  will  shortly  rise  up  in  judgment  against 
his  medicinal  course,  and  if  the  contest  be  con-^ 
tinned  in  this  manner j  the  disease  wiir  gain 
strength  as  the  subject  of  it  becomes  enfeebled^ 

f  *  * 

On  the  other  hand,  he  \irho  has  gone  more 
systematically  to  the  encounter,  who  has  ex¬ 
changed  the  mephitic  atmosphere  of  town  for 
the  oxygenous  air  of  the  country,  his'  sedentary 
habits  for  active  e^iployments,  shall  not  have 

* 

much  cause  for  regret,  even  should  he  have  left 
his  medicine  chest  behind  him :  the  deranged 
functions  shall  soon  resume  their  wonted  se¬ 
renity,  the  appetite  and  strength  shall  return, 

t 

and  the  alvine  evacuations  shall  come  to  acquire 
and  continue  to  maintain^  that  state  of  regu¬ 
larity  which  is  both  the  effect  and  cause  of  the 
uninterrupted  .well-being*  of  the  system;  and  ail  ‘ 
'  this,  let  it  be  observ^,  often  without  even  in  the 
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first  instance  the  patient’s  having  had  recourse 
to  a  cathartic  medicine.---'This  statement  is  not 
an  invention,  these  comparisons  are  not  ideal^ 
but  such  as  I  have  frequently  had  occasion  to 
experience  and  to  witness ;  and,  it  is  not  merely 
under  the  circumstances  supposed,*  that  the  use 
of  purgative  medicines  may  often  be  well  super¬ 
seded  ;  nay,  I  have  not  seldom  seen  even  tem¬ 
porary  benefit  refuse  to  follow  the  evacuant 
plan,  in  those  disorders  to  which  cathartics  are 
supposed  to  be  most  especially  applicable ;  when 

I 

change  of  air,  change  of  diet,  congenial  society, 
and  exhilarating  amusements  shall  accomplish' all 
that  is  desired.  These  would  hardly  be  admitted 
in  any  system  of,  materia  medica  as  anthelmentics 
or  specifics  against  worms,  but  I  can  assure  the 
reader  that  I  have  proved  them  such  after  almost 
/the  whole  list  of  acknowledged  remedies,  with 

purgatives  at  their  head,  had  been  tried  in  vain, 

( 

\ 

I  express  myself  strongly,  from  a  conviction 
that  the  popular  rage  for  purgative  courses  re¬ 
quires  to  be  strenuously  opposed;  and  I  am 
r4ther  apprehensive,  that  the  character  of  some 
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medical  works,  and  the  pracjtice  of  some  most 

N 

respectable  and  able  physicians  of  thepresent  day, 
however  to  a  certain  extent  in  themselves  proper, 
are  rather  calculated  to  encourage  than  checfc  that 
propensity  in  the  public,  particularly  among  per¬ 
sons  in  the  higher  classes  of  society,  to  suppose 

1 

that  their  stomach  and  bowels  may  be  cleared 
out  and  cleaned  for  fresh  use,  in  the  same  man¬ 
ner  as  their  servants' wash  their  wine  glasses.  I 
would  rather  wish  them  to  be  impressed  with  th6 
notion — a  notion  which  to  say  the  least  would 
be  much  nearer  the  truth,  that  every  time  they 
take  a  purge  they  take  a  dram.  I  would  at  the 
same  time  define  a  dram,  not  as  it  appears  in 
the  dictionary,  such  a  quantity  of  distilled 
spirit  as  is  usually  drank  at  once,”  but  a  some¬ 
thing,  whether  coming  from  the  druggist’s  shop, 
or  the  distiller’s  warehouse,  which'  excites  a  part 
or  the  whole  of  the  living  system  into  forcible  or 
preternatural  action,  to  be  followed  by  a  cor¬ 
responding  degree  of  debility,  and  all  its  train  of 
distressing  consequences ;  and;  for  the  aptitude 
of  -my  definition,  I  would  appea  to  the  cases 
of  those  truly  pitiable  invalids,  one  or  more  €£ 
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whom  you  see  in  almost  every  travelling  com¬ 
pany  you  enter^  who  with  sallow  sickly  coun¬ 
tenances,  disordered  stomach  and  bowels/  and 
dejected  irritable  minds,  are  crowding  to  Bath  or 
to  Cheltenham,  or  trying  other  equally  vain  ex¬ 
pedients,  in  order  to  restore  that  natural  tone  and 
salutary  action  of  the  viscera,  which  have  fallen 

irrecoverable  victims  to  irregular  habits,  erro- 

>1  ' 

neoLis  notions  of  disease,  and  imprudent  recourse 
to  remedies ; — vain  expedients'  'I  say,  for  the 
relief  they  are  seeking  will  be  temporary,  the  ex¬ 
citation  they  procure  transient,  till  at  length 
their  punishment  and  their  sufferings  will  come 
to  resemble  those  of  Sisyphus — as  regularly  as 
they  roll  away  the  load,  as  regularly  it  will  return 
upon  them.  ,  . 


Often  and  often  have  my  opportunities  of  oh- 

I 

servation  reiK^wed  the  impression  which  the  fol¬ 
lowing  sentences  made  upon  my  mind  when  I 
first  met  with  them.  There  is  no  error  more 
common  or  more  mischievous  among  dyspejotic, 
hypochondriacal,  and  hysterical  invalids,  than  to 
suppose  themselves  bilious.  The  bile!  the  bile! 
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is  the  general  watch-word  among  them ;  and 

i 

they  think  they  can  never  sufficiently  work  it  off 

\ 

/ 

with  aloes,  magnesia,  or  salts.  I  once  heard  the 

•  **^  '  *  ^  •  ' 

maid  of  a  lady,  whom  a  brisk  course  of  this  kind 

determined  by  the  dread  of  bile,  had  brought  very 

near  to  death’s  dobr,  observe  that  it  was  no 

% 

wonder — -for  her  mistress  was  never  easy  hut  when 
she  IV  as  on  the  chaise  per  gee 
.»  . 

It  will  perhaps  be  said  that  I  am  arguing 
against  the  use  from  the  abuse  of  medicinals ; 
but,  admitting  the  justice,  in  some  measure,  of 
the  accusation,  I  must  be  permitted  at  the  same 
time  to  urge  in,  my  defence,  what  I  have  indeed 
before  hinted,  that  the  tendency  some  modern 
medical  writings  goes  too  much  towards  coun¬ 
tenancing,  rather  than  combating  the  public  pro-' 
pensity  to  suppose  that  the  living  system  may 
be  cleared  from  impurities  or  obstructions  with 
the  same  freedom,  upon'  the  same  principles,  and 
with  the  same  irnpunity  as  an  inanimate  piece  of 

I 

mechanism  or  machinery. 


*  Beddoes’s  Hygeia. 
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1  do  not  know  indeed  whether  the  writings 

✓ 

to  which  I  allude  are  not  open  to  reprehension 
on  another  score :  it  appears  to  me  that  there  is 
some  danger  of  the  gastric  chylopoetic  andintes- 
tinal  hypotheses^  if  they  may  so  be  named,  bear¬ 
ing  awa}^  the  mind  of  the  practitioner  to  the 
detriment  of  the  patient.  Is  there  not  ground 

for  apprehension  that  the  unwarrantable  sim- 

1. 

plification  of  cause  and  effect,  in  disease  intro¬ 
duced  by  the  doctrine  of  excitement,  may  be 
succeeded  by  a  simplification  quite  as  unwar¬ 
rantable,  although  of  a  different  nature  ?  There 
is  in  effect  ^but  one  disease  and  one  remedy,  said 
the  bolder  defenders  of  the  Brimonian  dogmas ; 
and,  almost  the  same  tale  is  told  by  the  diges- 

'  I 

live  organdy''  theorists,  and  the  dealers  in  pur¬ 
gative  and  hepatic  medicines.' 

It  is,  we  know,  difficult  to  free  the  mind  en¬ 
tirely  from  'particular  modes  of  thinking  or 
acting.  We  are  too  apt  in  medicine,  as  in  other 
matters,  to  become  mannerists  ;  but  it  is  our  duty 
to  guard  the  avenues  of  thought  as  much  as  pos¬ 
sible  against  these  enemies  to  truth,  and  from 
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time  to  time  make  strict  enquiry^  in  order  to 
ascertain  whether  they  may  hot  have  found 
their  way  among  our  opinions  unseen  and  un-. 
suspected.  ,  /  .  ' 

I 

I  have  already  said  that  it  is  this  comparative 
freedom  of  research,  which  gives  us  so  decided  a 
superiority  over  those  who  have  travelled  before 
us  the  road  of  science :  but  much  remains,  much 
always  will  remain  to  be  done,  for  the  purpose  of 

avoiding  the  snares,  and  escaping  the  fascinations 

'  \  1  ' ' 

of  systematic  conceit. 

t 

•  f 

.  ^  4  •  »  •  -  ' 
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CHAPTER  VIII. 

How  far  ought  the  medical  learning  of  the 
unprofessional  to  extend  ?  Just  far  enough,  to 
make  them  know  how  little  is  to  be  known,” 
to  induce  them  to  consign  their  domestic  sys¬ 
tems  of  medicine  to  "the  flames,  and  to  convince 
them  of  the  utter  incompetency  of  books  alone 
to  direct  the  practice  of  physic  in  the  slightest 
degree.  This  conviction,  indeed,  one  should 
suppose,  did  we  not  see  instances  to  the  contrary, 
would  forcibly  fasten  itself  on  every  reflecting 
mind. 

Suppose  that  the  preceding  pages  had  pre¬ 
sented  to  the  unprofessional  reader  an  ample  dis¬ 
sertation  in  place  of  a  hasty  sketch ;  suppose 
that  every  disease  which  has  been  slightly  re¬ 
ferred  to  by  way  of  illustration,  had  been  fully 
and  properly  discussed;  suppose,  if  the  sup¬ 
position  can  for  a  moment  be  admitted,  a  man 
of  sense,  discrimination,  and  science,  to  come 
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fresh  fr6m'  the  perusal  of  such  work,  to  the  bed-» 

i 

side  of  the  sick  with  an  imaginary  qualification  to 
prescribe  for  the  malady.  Where  would  be  the 
ground  of  our  confidence  in  the  capacity  of  such 

a  prescriber  ?  Surely  we  should  direct  him  to 

/ 

throw  his  physic  to  dogs,”  at  least'  we  would 
have  none  of  it.”  .  For  my  own  part,  averse  as  I* 
am  to  the  mere  routiner  .or  mechanical  prac-  ■ 
titioner  of  medicine,  I  ain  free  to  confess  tliat 
were  the  alternative  forced  upon  me  of  a  man 
acquainted  with  thq^^rt  merely  by  book  lore,  and 
a  dispenser  simply  of  drugs,  whose  medical  read¬ 
ing  had  been  confined  to  the  reading  of  a  pre¬ 
scription,  and  who  had  thus  literally  learnt  the 
art  by  doctors’  bills  to  play  the  doctor’s  part,”  I 
should  prefer  this  last  as  the  least  evil.  ^ 


'  In  what  art  is  theory  alone  sufficient  to  guide' 
the  practice  ?  Ask  the  speculative  agriculturist 
whether  he  has  not  invariably  been  foiled  in  pre¬ 
judging  the  application  of  his  principles  to,  the 

\  I 

actual  business  of  cultivation  and  farming  ?  Is  it 
not  notorious  that  under  these  circumstances 
failure  always  attends  attempts  at  practical  inno- 
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vation  ?  Does  not  the  simple,  unscientific,  ex¬ 
perimental,  routine  farmer  laugh  to  scorn  the 
plans,  and  the  schemes,  and  the  practices  of  his 
book-learned  neighbour  ?  And  does  not  the  event 

of  a  few  years  prove  that  the  ridicule  was  not 

% 

ill  founded  ? 

Again,  where  is  the  individual,  of  whatever 
ingenuity,  who,  from  having  learnt  the  principles 
upon  which  any  piece  of  manufacture 'is  con¬ 
structed,  would  enter  the  lists  in  dexterity  with 
the  most  illiterate  mechanist,  whose  skill  is  rote, 
and  competency  habit  ?  And  yet  there  are  those, 
who,  w^hile  they  leave  chair-making  to  the  pro¬ 
fessed  manufacturer,  w^ould  confidently  under¬ 
take  the  cure  of  disease ;  who  think  that  books, 
if  they  instruct  the  .faculty,  'might  teach  the 
public ;  and  that  every  man  with  a  little  pains 
might  be  his  own  or  his  neighbour’s  physician. 

r 

' ,  On  the  part  of  books,  however,  which  profess 

I 

public  and  individual  instruction,  we  have  not 
frequently  to  complain  that  they  abound  in  inap- 
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plicable  theory. ;  it  is  respecting  practice  that  they 

pretend  to .  inform :  they  do  not  give  the. 
•*  \ 

rationale  of  a  disease,  but  they  state  its  name, 

f 

and  designate  its  antidote. — ^The  name  of  a  dis- 

ease: — some  -would  be  surprised  to  hear  it 
«  * 

asserted,  and  yet  the  affirmation  may  be  easily 
substantiated,  that  this,  in  the  sense  in  which  it 
is  employed  by  the  soi-disant  instructors  of  the 
public,  is  downright  absurdity, — is  a  gross  vio¬ 
lation  of  nature  and  of  truth. 

.  ' 

(  V 

A  medical  writer,  whom  in  the  course  of  this 
little  tract  I  have  had  occasion  more  than  once  to 
quote,  compares  the  denominations  of  maladies 
to  the  ideal  fornis  of  the  artists — they  are  selec¬ 
tions  of  features  from  many  individuals,  which 

s 

are  made  to  meet  in  an  imaginary  whole — :and 

f 

the  comparison  is  by  no  means  unfortunate. 

*  " 

We  say,  for  example,  a  person  is  affected  with 
jaundice  ;  but  whoever  met  in  one  individual  all 
the  symptoms  that  are  described  by  authors  as 
characteristic  of  jaundice? — And  again,  who, 

provided  his  opportunities  of  observation  have 

%  *  "  * 

/  .  *  * 
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been  at  all  extensive,  has  not  in  different  indi¬ 
viduals  witnessed  them  all,  and  more  perhaps 
than  all  ?  ^ 

But  it  is  not  merely  the  external  signs,  but 
likewise  the  internal,  actual,  essential,  character 
of  this  same  jaundice  (to  proceed  with  our  illus¬ 
tration)  that  is  subject  to  such  variety  or  want 
of  definite  simplicity.  Let  us  go  over  rapidly 
the  circumstances  of  the  system,  which  shall 
give  rise  to  that  state  and  colour  of  the  surface 
of  the.  body  from  which  the  term  jaundice 
originated — this  particular  hue  is  immediately  oc¬ 
casioned  by  the  diffusion  through  the  system  of 
that  fluid  (bile)'  which  nature  designed  only  for  a 
particular  part.  But  this  diffusion,  though  a 
simple  effect,  is  occasioned  by  circumstances 
multiform  and  various :  it  may  be  attended  by 
and  proceed  from  an  inordinate  irritability  of  the 
stomach  and  intestines ;  it  may  arise  from  a  too 
active  or  too  torpid  state  of  the  organ  which 
secretes  the  bile ;  or  it  may  be  occiJ^ioned  by  a 
more  decided  obstruction  to  the  flow  of  this  fluid 
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through  its  appropriate  conduits :  this  obstruct 
tion  itself  may  be  of  different  kinds,  and  may 
take  place  in  different  parts;  it.  may  originate 
in  an  inspissated  or  too  concrete  condition  of 
the  bile,  which  shall  at  length  come  to  be  of  that  . 
consistence  by  which  gall-stone  is  formed;  it 
may  proceed  from  a  spasmodic  stricture  of  parts 
in  the  neighbourhood  of  the  gall-ducts,  from 
which  these  canals  become '  compressed ;  this 
compression  may  further  be  produced  by  a  per¬ 
manently’  morbid  growth  of  parts,  or  by  a  tem- 
.porary  enlargement  or 'misplacement  of  adjacent 

organs.  ^  ' '  -  ’  . 

'  - 

\ 

I  f 

Now  the  power  of  detecting  these  circum- ' 
stances  necessarily  implies  an  intimate  acquain¬ 
tance,  theoretical  and  practical,  with  the  struc- 

^  / 

ture  and  susceptibilities  of  the  animal  organi-* 
zation ;  the  removal  of  the  disease  of  course  as 
necessarily  implies  the  removal  of  its  cause,  and 
yet  we  meet  with  persons,  ay,  and  those  too, 
who  in  other  matters  are  far  froni  evincing  weak 
understandings,  who  will  extol  without  limits 
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ceftaifi  compositions  as  good  for  the  bile,-~'n\\o 
will  refer  to  their  commoil  place-books  for  receipts 
against  the  jaundice  !  ’ 

I 

It  will^  perhaps,  be  urged,  that  however  necies- 
sary  it  may  prove  in  uncommon  and  complicated 

cases  to  have  recourse  to  professional  advice, 

\ 

ordinary  and  simple  occurrences  may  pass  safely 

$ 

under  the  jurisdiction  of  domestic  doctors  or  doc- 
tresses  :  and  pray  who  is  to  prejudge  the  question 
respecting  the  probable  nature  and  event  of  a 
disease  from  its  aspect  at  its  onset  ?  This  notion 
indeed  of  common  cases  is  equally  calculated  to 
mislead  the  unwary,  as  the  denomination  of 
maladies  and  the  publication  of  their  specific  an¬ 
tidotes.  The  poor  man  to  whom  allusion  was 

I 

made  in  the  former  part  of  this  treatise,  had  a 
very  common  malady,  and  unfortunately  for  him, 
it  took  too  a  very  common  course ;  that  is,  it 
was  maltreated,  or  to  say  the  best,  treated  with 
inefficient  remedies,  till  it  became  a  vain  hope 

I  I 

to  make  trial  of  the  most  efficient. 

Let  us,  as  in  the  preceding  illustratron,  run 

Z  2 

y 
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'  over  some  of  the  circumstances  which  may  con¬ 
nect  themselves  with  this  very  common  com¬ 
plaint — a  Cough: — an  expression  of  disorder 
the  most  prominent,  and  to  a  superficial  survey 
perhaps  the  single  sign  of  the  existence  of  disease, 
but  which  shall  be  accoinpaniecl  with  characters, 
that  are  legible  only  to  the  keen  glance  of  prac¬ 
ticed  vision,  denoting  the  murderer  within/’ 

A  Cough  may  be  the  result  of  an  irritative, 
inflammatory  state  of  that  'membrane,  which, 
commencing  in  the  fauces  and  nostrils,  runs  down 
into  and  constitutes  a  sort  of  interior  lining  to 
the  lungs;  it  may  be  produced  by  a  vitiated 
secretion  from  the  pulmonary  glands ;  it  may  be 
occasioned  by  a  foulness  of  the  stomach;  by- 
worms  lodged  in  the  intestines,  by  an  enlarge¬ 
ment  of  the  liver,  and,  in  fine,  by  various  other 
causes.  Surely,  then,  the  requisitions  of  the 
disease  must  vary  with  its  source,  and  what  ex-^ 
cuse  but  absolute  ignorance  can  be  advanced  in 
favour  of  that  effrontery  which  advertises,  or  that 
authority  which  sanctions  specific  and  infallible 
remedies  for  coughs  and  colds  ?” 
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I  have  not^  it  may  be  observed,  taken  notice 
of  the  varieties  of  constitution,  the  difference  in 
sex  or  age,  the  sudden  transitions  of  diseases  re¬ 
taining  the  same  denominations,  the  previous 
subjection  to  causes  which  may  materially  modify 
the  subsequent  malady,  this  being  ‘abstractedly 
the  same,  the  seasons  of  the  year,  and  many 
other  particulars,  'which  cannot  be  appretiated 
or  even  learnt  without  much  and  well-directed 
labour,  all  of  which  particulars  might  be  brought 
forward  with  effect  against  the  pretensions  of 
family  medicine. 

My  allusions  to  particular  modifications  of 

t 

disorder  have  been  made  just  in  the  order 
of  their  presenting'  themselves  to  my  mind.  I 
would  not,  for  a  moment,  have  it  supposed  that 
the  principle  I  am  aiming  to  establish  is  in  any 
case  whatever  inapplicable :  it  is  not  as  it  respects 
affections  of  the  lungs,  or  diseases  of  the  liver 
only,  that  the  term  harmless  cannot  be  applied 
to  inefficiency — that  the  most  inoffensive 
may  come  to  be  the  most  deleterious  agents — 
that  meddling  imbecility  or  obtrusive  ignorance 
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rriay  arrest  the  rescuing  hand  till  the  siletit 
but  progressive  finger  of  fate  move  from  time 

IS^  to  TIME  IS  NO  MORE.’* 

If^  indeed,  I  h^ve  heeii  lead  to  the  selection  by 
any  thing  stronger  than  the  impression  of  recent 
occurrence,  it  is  the  conviction  that  to  disorders 
in  the  chest  (disorders  proverbially  endemic  in 
this  country)  the, caution  of  Celsus  inter  initia 
protinus  occurrere  necessarium  est”  is  ’  most 
especially  applicable ;  and  in  this  point  of  view^ 
it  may  be  allowable  before  I  quit  the  subject,  to 
adduce  an  example  of  another  affection,  different 
to  be  sure  from  those  to  which  I  have  already 
referred,  but  in  which  an  early  and  prompt  dis^ 
crimination  of  its  nature  is^  if  possible^  still  more 
requisite.  *  ,  , 

There  is  no  one  at  all  acquainted  with  the 
nature  of  disease,  who  will  hesitate  to  admit,  that 
if  there  be  any  possibility  of  curing  the  acute 
Hydrocephalus^  or  dropsy  of  the  brain — an 
affection  much  more  common  than  is  suspected^ 
it  must  be  by  vigorously  employing  due  mea- 
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sures  in  the  first  instance ;  or,  during  that  irrL 
tation  which  is  prior  to  the  effusion  of  fluid  into 
the  ventricles  of  the  brain.  It  is  a  remarkable 
character  of  this  ailment,  that  at  first,  for  the 
most  part,  the  bowels  seem  to  be  the  principal 
seat  of  the  disease,  I  say,  seem  to  be,  for  it  is 
only  by  an  habitual  converse  with  morbid  affec- 

s 

tions  that  we  can  discern  what  has  been  well 

>  *  * 

called  the  distinctive  physiognomy  of  diseases, 
the  sort  of  shade  between  sameness  and  dif¬ 
ference  in  symptoms  — a  capacity-  of  discern¬ 
ment  which  no  system  of  nosology  will  .supply, 
no  descriptions,  however  voluminous  or  however 
accurate,  will  give. 

Now,  the  domestic  dabbler  in  drugs,  the  pri¬ 
vate  practitioner,  fraught  with  the  lore  of  popu^ 
lar  systems  of  medicine,  applies  to  his  closet,  or 

I 

his  druggist,  for  something  which  is  good  against 

/ 

a  purging  or  a  constipation  (two  states  of  the 


*  See  Dr.  Bourne’s  excellent  remarks  on  ulcers  of  the 
lungs,  in  a  work  intitled  Cases  of  Pulmonary  Consumption, 
&c,  treated  with  Uva  Ursi. 
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bowels  which  at  different  times  present  them-  [ 
selves  in  the  first  stages  of  the  disease  in  j 
question) ;  in  the  mean  time,  the  unsuspected 

X  * 

enemy  gains  ground,  in  a  few  days  our  sapient  1 
doctor  finds  even  his  sagacity  foiled,  and  he  ; 
sends  for  further  advice  f  like  the  seaman  who 
should  resign  the  helm  to  the  pilot  when  the 

vessel  had  been  dashed  against  a  rock.  It  is 

\ 

now  that  the  case  might  quite  as  well  continue 
in  the  same  hands  in  which  it  had  been  from  the 
beginning— rit  is  irremediable;  and  the  medical 
man  cannot  surely  find  much  pleasure  in  that 
which  is  said  to  constitute  the  sportsman’s  de^ 

\ 

light,  namely,  being  in  at  the  death.” 

I  hear  one  say  that  the  remediable  time  is 
often  suffered  to  pass  by,  before  even  the  ob¬ 
servers  by  profession  have  observed  to  any  pur¬ 
pose.  I  grant  it:  nay,  for  myself  I  have  no 
hesitation  in  further  confessing,  that  many  and 
many  time  have  I  been  distressed  by  the  pain¬ 
ful  reflection,  that  while  I  have  been  looking 
out  for  the  disease,  with  all  the  anxiety  of  in¬ 
decision,  I  have  lost  my  patient.  But  who 
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\ 

ir6  the  most  likely  thus  to  be  outwitted  by 
death ;  those  whose  very  calling  it  is  to  be  inces¬ 
santly  grappling  with  this  king  of  terrors,  and 
who  thus  come  by  degrees  to  have  ‘an  experi- 
mental  knowledge  of  his  secret  wHes,  as  well  as 
more  open  modes  of  attack ; — or  those  who  only 
engage  now  and  then  in  the  contest,  and  are 
furnished  merely  with  hear-say  information  ? 
How  much  of  confidence  should  we  send  out 
with  the  admirals  of  our  fleets,  or  the  com¬ 
manders  of  our  expeditions,  were  we  to  learn 
that  all  the  acquaintance  they  had  with  naval 
or  military  modes  of  warfare,  consisted  in  writ¬ 
ten  instruction  or  oral  information  ? 

/ 

'  In  fact,  perfection  in  all  pursuits,  where  prac¬ 
tical  application  of  principles  is  required,  neces¬ 
sarily  implies  the  combination  of  theory  with 
experience ;  and,  we  can  hardly  lay  our  account 
in  meeting  with  many,  who  for  an  instant  feel 
disposed  to  question  thC  necessity  of  medicine 
being  learned  and  followed  as  a  distinct  pro¬ 
fession.  But  we  wish  such  concession  to  be 
more  consistent  with  itself.  We  wish  the  in- 
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ference  to'  be  admitted  as  well  as  the  position  f 

1 

and  the  .inference  from  the  position  is  plainly  ' 
this^  that  quackery,  whether  it  roam  abroad  be-* 

t 

decked  with  falsifying  advertisements,  or,  lie  ' 
more  concealed  and  domesticated,  is  still  to  be 
reprehended  as  injurious  in  the  highest  degree  to 
the  physical  well-being  of  society.  ’ 

Let  me  not  be  misunderstood ;  I  do  not  wish 
to  magnify  the  difficulties  or  overrate  the  im^  ' 
portance  of  the  medical  art,  nor  would  I  question 
the  possibility  of  any  good  being  effected  out  of 
the  pale  of  the  profession.  I  only  mean  to  say 

*  .j 

that  when  we  deviate  from  regularity  we  are  upon 
insecure  ground,  and  should  we  not  meet  with  , 
any  mishaps,  our  safety  must  be  attributed  rather  , 
to  good  fortune  than  to  good  conduct. 

With  respect  to  the  government  and  regu¬ 
lation  of  the  moral  constitution.  Who  is  most 
likely  to  discern,  wffio  is  most  calculated  effec¬ 
tually  to  extirpate  the  first  shoots  of  yitious  pro¬ 
pensities  ?  He  whose  constant  business  it  is  to 
cultivate  and  improve  the  mental  soil,  or  who^ 
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/  • 

sets  about  the  task  with  the  blusterous  pre¬ 
sumptuousness  of  ineicperience  and  ignorance^ 

\  * 

furnished  merely  with  a  few  common-place 
notions  or  enthusiastic  conceits  ?  And  further, 
let  me  ask,  do  the  frequent  failures  of  our  most 
judicious  instructors  prove  the,  total  inefficiency 
of  instruction  ?  We  cannot  expect  an  affirmative 
answer  to  be  made  to  this  question  by  any  but 
the  most  unreasonable  sceptic,  or  the  wildest 
enthusiast.  Let  then  our  public  rhen  of  in¬ 
fluence  and  power,  who  fearfully  recoil  from  the 
very  name  of  methodism,  be  as  fearful  to  give 
encouragement  to  the  metJiodists  of  medicine^. 


*  If  practical  medicine  be  in  any  case  allowable  out  of 
professional  hands,  it  is  in  the  sensible  and  well-informed 
clergy,  resident  in  obscure  villages,  far  removed  from  medi¬ 
cal  attendants,  and  who  may  be  applied  to,  in  the  first  in¬ 
stance,  in  the  absence  of  these.  A  work  perhaps  is  still  a 
desideratum  which  shall  direct  in  a  proper  channel  the 
beneficence  of  this  most  respectable  body  of  men  when  un¬ 
der  the  circumstances  supposed.  The  only  one  I  have  met 
witli,  that  comes  near  to  .supplying  such  requisition  is  a 
publication  by  the  Rev.  Joseph  Townsend,  which  appeared 
first  under  the  title  of  a  Guide  to  Health,  and  has  since  been 
called  Elements  of  Therapeutics , — both  objectionable  titles, 
as  neither  of  them  convey  an  idea  of  the  treatise  being  of 
that  mixed  nature  which  it  certainly  is,  for  it  contains  much 

A  a  2 
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But  m  discountenancing  medical  diroctoriei» 
for  the  public,”  I  anticipate  my  reader,  do  you 
not  criminate  yourself?  TDid  you  not  commence 
with  a  promise  to  initiate  us,  the  unlearned,  into 
the  mysteries  or  supposed  mysteries  of  your 
faith  ?”  A  short  essay  was  a  few  days  since  put 
into  my  hands,  written  by  an  author*  of  some 
celebrity,  in  a'  department  of  enquiry,  widely 

t 

different  indeed,  from,  that  in  which  we  are 

' 

now  engaged;  but,  the  observations  it  con¬ 
tained  seemed  to  be  capable  (lucus  a  non  lucen- 
do)  of  throwing  some  light  on  my  present  de¬ 
sign.  The  author  to  whom  I  refer,  lamenting 
in  its  effects  public  inability  to  appretiate  merit 
in  works  of  art,  observes,  that  on ^  these 
.weighty  grounds  the  n^ost  enlightened  republics 
of  Greece  were  induced  to  decree  by  a  positive 
law,  that  all  youths  of  ingenuous  birth  should  be 
instructed  in  the  most  essential  rudiments  of  the 


valuable  information,  adapted  to  the  professional  student  as 
well  as  to  the  general  enquirer.  Let  me,  however,  again 
protest  against  the  principle  of  even  this  kind  of' knowledge 
being  acted  on,  unless  in  cases  of  immediate  urgency,  '  ^ 

I 

Thomas  Hope,  Lsq.  -  .  ' 
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arts  of  design  ';  in  that  lineal  drawing,  a  pro¬ 
ficiency  of  which  is  so  necessary  to  make  a  man, 
if  not  a  professor,  at  least  a  tolerable  judge  ef 
works  of  art  of  every  description ;  and  for  these 
same  reasons^,  Aristotle  in  his  Politics  dwells  bn 
the  importance  and  the  necessity  of  such  a  law 
in  all  polished  and  well-regulated  states.” 

•  r  ^  f  . 

f  . 

,  “  Our  rulers,”  he  goes  on  to  observe,-  ^^can- 

I 

not  well  enact  a  public  and  general  law  of  this 
sort;  but  every  one  of  our  fellow;, citizens,  who  * 
feels  anxious  to  give  ^fis' children  the  species  of 
education-  calculated  to  prove  most  useful  to 
them,  at  every  period  and  in  every  transaction 
of  their  lives,  should  make  such  a  rule  for  him- 
selfi”  ,  >  ^  ’  ;  .o  '  ‘ 

‘  ■  T/ 

'  y 

Now  something  like  what  Mr.  Hope  washes  to  - 
see  accomplished  in  the  art  of  design,  it  is  desir¬ 
able  to  see  effected  in  the -art  of  physic.  We 

wish  for  a  little  move,  connossieur ship  on  the  part 

* 

of  the  public.  We  wish  the  public  capacity  of 
discernment  to  be  directed  into  such  exercise  as 
shall  enable  it  to  judge  on  right  and  wrong ;  to 


I 


distinguish,  if  I  may  pursue  my  dissimilitudinous 

I. 

simile,  the  Thornhills  and  such  like  of  medicine, 
the  pretty  pictures”  of  itsr  ill-informed  and 
petit-maitre  professors  from  the  legitimate  lines, 
correct  delineation,  and  true  colouring  of  the 
real  artist,  • 

4  ‘  - 

/  ^ 

Could  this  object  be  achieved,  I  am  almost 
persuaded  that  it  would  go  a  considerable  way 
towards  diminishing  the  surreptitious  credit  of 
every  species  of  quackery,  and  medicine  would 
by  consequence  come  to  be  more  correctly  ap- 
pretiated.  Not,  but  that  the  public,  as  it  respects 

the  qualifications  of  medical  professors,  whatever 

1 

may  be  the  case  in  relation  to  artists,  must  aU 
ways  take  a  great  deal  upon  trust ;  yet  still,  I 
think,  with  some  rudimental  knowledge,  this 
credit  might  be  much  better  and  more  satisfac¬ 
torily  grounded;  beside  it  is  not  a  question^ 
whether  or  not  the  public  shall  be  kept  in  entire 
ignorance,  for  such  is  the  importance  of  healtfi, 

and  such  the  temper  of  the  times^  that  Bad  or 

» 

good  notions  on  medicine  the  public  will  have ; 
and  surely  if  it  be  deemed  worth  while  to  instruct 


I 

olir  youths  against  being  cheated  into  bad  taste^^ 
the  same  pains  taken  on  the  score  of  health 
ought  not  to  be  considered  as  thrown  away ;  and 
eventually^  I  believe^  it  will  be  founds  that  oppo¬ 
sition  to  quackery,  to  have  any  chance  of  sue- 

I 

cess,  must  be  grounded  on  the  same  principles, 
whethef  taste,  morals,  or  medicine  be  concerned,* 
- — in  all,  false  notions  are  worse  than  nothing. 

I  /  I 

But  what  are  these  essential  rudiments”  in 
medicine  ? — Physiology,-^a  general  acquaintance 
with  the  . functions  and  laws  of  the  animal  oeco- 

f 

nomy,-^a  knowledge  of  the, constitution  of  the 
human  being, — -the  mode  of  our  connection 

with,  the  nature  of  our  relationship  to,  the 

•  •  » 

powers,  external ,  and  internal^  corporeal  and 
mental,  moral  and  physical,  which,  acting  in 

various  degrees  and  combinations,  are  salutary 

$ 

or  deleterious, — ^pui^suits  pregnant  at  least  with 
interest  if  not  with  instruction,  and  as  far 
moved  from  the  ,  practice  of  medicine  as  the' 
science  of  geography  from  the  art  of  circum^ 
navigation. 
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Now  I  do  not,  with  Dr.  Beddoes,  go  the 

length  of  supposing  that  the  sense  of  healtW 

may,  by  proper  regulation,  be  formed  and 

moulded  in  the  same  manner  as  the  moral  sense, 

that  ah  early  instilment  of  accurate-  notions 

respecting  physical  right  and  wrohg  sh^ll  come 

radically  and  practically  to  operate  towards  full 

* 

formation  of  character  and  complete;  consistency 
'  of  conduct ;  but  still,  I  think,  a  great  deal  may 
be  done,  nay,  I  feel  pleasure  in  believing  that 
something  has  already  been  effected  of  absolute 
and  efficient  good.  Men*now-a-days  approach 
something  nearer  to  common  sense  in  their 
judgment  on  medical  subject^,  and  this  we,  are 
in  a  great  measure  to  attribute  to  the  ingenu¬ 
ous  cast  of  some  of  our  own  publications,  the 

\ 

authors  of  which,  disgusted  with  that  kind 
of  unfounded  faith  which  had  hitherto  been 
reposed  in  them,  and  conscious  that  such  con- 

fidence  is  no  criterioi,!  of  real  merit,  but  is 

\ 

given  as  readily  and  liberally  to  ignorant  pre- 

^  % 

sumption  as  to  modest  worth,  have  expressed 
a  wish*  that  medicine  be  brought  from  its 
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hiding  place,  and  exhibited  in  the  simplicity  of 
science,  and  the  nakedness  of  truth 

,i  - 

There  is  one  most  essential  particular  in  which 
I  flatter  myself  in  being  able  to  discern  the  prac- 

I 

tical  benefit  of  the  reformation  contended  for. 

I  would  wish  not  to  give  way  to  an  enthusiasm 
of  feeling,  but  it  appears  to  nie  that  the  triumph 
of  common  sense  and  rationality  over  prejudice 

-  f 

and  error  is  proclaimed  in  the  comparatively  good 

health,  ruddy  countenance,  straight  limb,  and 

firm  muscle  of  almost  every,  infant  you  meet 

with.  The  cruel  tyranny  of  nurseries  and  nurses 

/ 

has  almost  received  its  death  blow.  Apartments 
for  rearing  children  bear  less  resemblance  than  ^ 
formerly  to  surgeries ;  and  nature,  since  nature’s 
laws  have  been  better  studied,  has  come  to  pre-  ‘ 
vail  over  art. 

i' 

Nothing  in  my  mind  can  equal  the  distress  of 

J  '  N 

anxious  parents  witnessing  the  sufferings  of  their 
helpless  offspring,  apprehensive  at  the  same  time 

*  Dr.  Currie. 

'  I 

B  b 


that  such  sufferings  are  not  appointed  in  thef 

I 

nature  of  things^  but  are  brought  about  by  prac¬ 
tices  the  most  absurd  and  unfounded;  in  one 

t  , 

word,  by  the  most  horrid  and  culpable  mismanage¬ 
ment  and  yet  not  daring  to. say  nay  to  the 
mandates  of  that  arbitrary  authority,  which  esta¬ 
blished  by  custom,  thus  wills,  and  thus  acts,  in 
spite  of  contending  reason.  We  hear  of  the 
decline  of  such  authority  with  the  same  feelings 
that  we  witness  the  tottering  of  a  tyrant  on  his 
throne ;  and,  that  such  authority  is  on  the  de- 

i 

dine,  thousands  of  infants  are  at  this  moment 
telling  you  by  their  placid  unruffled  countenances^ 
and  healthy  rosy  smiles, 

I  have  already  hinted  that  from  our  'tendency 
to  extremes,  the  reaction  against  this  oppressive 
tyranny  is  liable  to  be  pushed  to  an  unjustifiable 

%  ^  j 

extent  of  democratic  independence.  Let  tis  then 

^  I  * 

cautiously  guard  against  injuring  our  cause.  Let 
us,  because  art  has  been  shamefully  and  prepos^ 
terously  misapplied,  not^  conclude  that  it  can 

I 

Dr.  Herdmaa’s  Discourses  on  tlie  Management  of  Infants.  ■ 
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never  do  good ;  or  that  disease^  because  it  has 
often  been  engendered  by  ill-directed  manage- 
ment,  will  never  happen  in  the  natural  and  in¬ 
evitable  course  of  things. 

% 

I  ^ 

Let  the  intelligent  parent  be  put  in  the  way  of 

acquiring  a  little  correct  knowledge  of  the  func- 

\ 

tions  and  susceptibilities  of  the  infant  oeconomy. 
Let  the  heads  of  families  be  made  acquainted 
with  something  n^ore  than  the  simple  facts^ 
that  air  is  beneficial,  that  cleanliness  is  conge¬ 
nial,  that  such  and  such  articles  of  diet  are  whole¬ 
some,  and  such  deleterious,  that  binding,  and 
filleting,  and  swathing  the  infant  are  in  the 
highest  degree  pernicious ;  let  them  be  initiated 
into  the  principles  upon  which  these  facts  are 
established;  let  their  judgment  be  brought  in 
aid  of  their  memory,  and  then  we  shall  find,  as  I 
have  elsewhere  expressed  myself,  knowledge 
and  humanity  joining  issue  in  the  joyous  task 
of  averting  the  artificial  evils  which  ignorance 
and  error  have  made  to  attach  to  the  ex- 

I 

tremely  susceptible,  though  not  naturally  un¬ 
healthy,  state  of  the  primary  periods  of  ex-^ 

B  b  ^ 

>  I 


istence;*”  and  we  should  further^  if  I  mistake  1 

not,  find,  that  parents  thus  instructed  would  I 

'  .  .  .  J 

stand  prepared  to  give  full  credit  to  the  just  ■; 

pretensions  of  regular  medicine ;  they  would  he 

j 

persuaded  of  the  necessity  of  appealing  to  that  j 

kind  of  true  and  scientific,  which  I  have  before  \ 

} 

endeavoured  to  distinguish  from  empirical  and  < 

counterfeit,  experience ;  and  both  as  it  respects  j 

) 

their  own  health,  and  that  of  their  children,  they  : 
would  cease  to  tamper  with  deleterious  drugs —  ■ 

I 

deleterious  when  had  recourse  to  improperly, 
highly  beneficial  when  suitably  administered. 

The  good  work  I  am  persuaded  is  already  be-  ■ 

gun,  and  I  would  fain  hope  that  even  the  present  ^ 

remarkable  prevalence  of  quackery,  is  like  the 

last  struggles  of  expiring  strength — powerful 

but  convukive- — energic  but  transient.  ; 

\ 

I  shall  now  close  the  present  treatise  by  ad¬ 
dressing  a  few  words  first  to  the  general  reader, 
and  then  to  the  professional  student. 


*  Gregory’s  Encyclopoedia,  Article  Infancy, 
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CHAPTER  IX, 


CONCLUSION. 

I  Shall  first  address  myself  to  readers  who 
are  not  of  the  medical  profession^  and  beg  per¬ 
mission  to  remind  them  of  the  engagement  into 
which  I  entered  at  the  commencement  of  tliese 
few  pages.  I  set  out  with  a  promise  of  endea¬ 
vouring  to  prove  that  we  can  establish  our  claims 
to  public  confidence  upon  more  substantial 
grounds  than  mystical  influence  over  the  imagi¬ 
nation,  which  is,  at  best,  but  deceit  and  fraud. 
I  undertook  to  demonstrate  the  impropriety  of 
endeavouring,  and  the  absolute  impossibility 
of  effecting,  the  unprofessional  practice  of  phy¬ 
sic  ;  and  to  shew,  that  both  by  the  number  of 
discoveries  and  our  present  manner  of  reasoning 
upon  such  discoveries,  modern  justly  demands  a 
decided  preference  over  antient  medicine. 
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But  the  cut  hono  of  all  this  will  stilly  with  some,  s 
be  matter  of  query.  What  has  medicine  after  all  ’ 
effected  ?  Does  disease  commit  less  ravages  than  ' 
formerly?  Do  people  live  longer  now-a-days 
than  they  did  in  the  days  that  are  past  ?  ^ 

To  prolong  the  period  of  human  existence  is 
equally  beyond  the  pretensions  and  the  hopes  of 
medicine.  The  birth  of  man  is  the  starting  on 
his  journey  to  the  grave;  and  all  that  art  can 
possibly  effect  is  to  prevent  his  unnaturally  pre¬ 
cipitate  career,  and  to  conduct  him  as  securely 
and  pleasantly  as  circumstances  will  permit  along 
his  destined  course — to  afford  him  instruction 
how  best  to  avoid  the  hazards  of  the  passes  he 
has  to  go  through;  and,  when  by  mishap  or 
misconduct  he  has  fallen  into  snai*es,  to  rescue 
him  from  them  as  speedily  as  possible. 

I 

Now  it  is  not  recollected  by  those  who  question 
the  practical  efficiency  of  modern  improvements 
in  the  medical  art,  that  we^have  more  to  do  than 
we  formerly  had ;  that  the  advance  of  luxury  and 
Refinement  is  a  multiplication  of  the  difficulties 
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and  dangers  just  alluded  to ;  or,  that  the  de¬ 
velopment  of  our  moral  nature  augments  and 
aggravates  many  of  our  physical  maladies.”  The 
main  springs  of  good  and  evil  in  this  life  are 
placed  so  near  together  that  you  can  scarcely 
exercise  the  one  without  at  the  same  time  calling 
the  other  into  action.  We  cannot  enjoy  with¬ 
out  suffering.  Open  the  sources  of  pleasure, 
and  pain  flows  out  almost  in  an  equal  stream. 
Savage  man  is  exposed  to  the  fury  of  the  ele¬ 
ments  ;  he  is  instinctively  prompted  by  a  sense 
of  inconvenience  to  form  for  himself  an  artificial 

t/. 

shelter,  next  time  that  he  is  subjected  by  acci¬ 
dent  to  the  blasts  of  heaven,  -  he  feels  themi  iri  a 
double  ratio :  his  artificial  source  of  comfort  has 
given  him  an  unnatural  degree  of  susceptibility 
to  pain “he  increases  the  former,  and  neces¬ 
sarily  at  the  same  time  augments  the  latter — 
and  so  on,  from  the  most  simple  to  the  most 
complicated,  from  the  rudest  to  the  most  refined 
state  of  human  existence. 

The  only  just  method  then  of  comparing  and 
contrasting  modern  with  antient  medicine  .would 
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•K  a 

be  to  suppose  the  existence  of  those  physical  ] 

I  »  ■  ■  ’  i  .*  1 

evils,  many  of  which  are  the  mere  consequences 
of  our  advance  in  social  refinement,  to  imagine 
I  say  the  existence  of  these  evils  in  those  days  j 
when  the  resources  of  medicine  were  much  J 

'  i 

more  slender  than  they  are  in  our  times ;  or, 

^  4  i 

which  would“be  the  same  thing,  forego  all  our 
pretended  improvements,  and  for  modern  mala-  ; 
dies  revert  to  aritient  methods  of  treatment.  I 
believe  there  is  no  man,  however  sceptical,  wKo 
would  at  this  moment  trusfhimself  in  the'  hands 


i  li  -  ^ 


of  a  physician  equal  in  sagacity  and  judgment  to 
Hippocrates,  with  only  Hippocrates’  knowledge.' 


j.' 


v.i 


I  remember  some  time  since,  walking  in  the 


fields  near  London  with  a  scientific  friend,  who 

'  t ,  I  .  i  ,  {.j  jt 


was  busily  engaged -in  endeavouring  to  prove  the' 

i  -  ^  • 

non-existence  of  the  hydrophobia  then  prevalent, 
and  in  deriding  the  public  apprehension  oh  the 


score  of  mad  dogs ;  in  the  midst  of  his  harangue, 
a  dog  came  from  a  hedge  near  us  with  a  very 


suspicious  aspect  and  course ;  I  do  not  say  that 
my  friend  was  the  first  to  fly,  but  he  was  at  least 
equally  indisposed  with  myself  to  put  his  doc- 
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trine  to  the  test  of  experiment ;  in  like  manner 
I  believe,  that  those  who  are  loudest  in  their 
outcries  against  medicine  would  be  the  last  to 
justify  their  creed  by  their  conduct.  Who,  Jn 
the  event  of  a  malignant  fever  visiting  him^If 
or  his  family,  would  forego  the  astonishing  ad¬ 
vantages' which  we  possess,' and  for  which  whiare 
principally  Indebted  to  modem  chemistry  in  ari 
resting  its  progress  or  diminishing  its  virulence? 
What'  individual  would  permit  his  children  uto ' 
passthrough  the  smaH /pox  without  the  benefit 
of  the  cooling  regimen,  the  propriety  of  which 
our  Sydenham  was  the  first  ito  point  but  ?I  and 
we  have  perhaps  but.  a  few  years  to  pass  over  our 
heads^  when  the  small  pox  will  only  be  knowii  as 
an  evedt  in  history-^as  a  . thing  which  once 'Was j 
butas  no  more/ '  ■  ’(  s 

I 

Now.  these  few  examples  whidi  I  have  adduced^ 
and  which  if  necessary  might  bemuch  multiplied, 
are  only  examples  of  those  obvious  and  direct  ad¬ 
vantages  which  have  accrued  to  society  from  the 
timeliofated  state  of  medical  philosophy  and  prac^- 
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tieer  but  the  study  of  ' medicine,  properly  con¬ 
sidered,  is  more  comprehensive^ than  the  study  of 
immediately  curing  or  .  remedying  disease.  It 
applies  itself  in  various  indirect  ways  to  the 
requisitions ;  of  social  life ;  it'  comprehends  the 


knowledge  and  application  of  physical  improve¬ 


ments  to  ■ .  the  diminution ,  of  those  ills*  which 

> 


luxury  engenders ;  and,  without  trespassing  out 


of  its -own  territory,  it  sometimes  by  dexterous  . 
management, ‘  makes  moral  good' oppose! itself  ■ 
successfully  to  physical  ev’^iL  *  j  i  ;  ^ 


I 


^ ' . Mi  Xjabams  well  observes/  that  the^-^oci^  i 

'  I  v, 

state  necessarily  gives  ris^  and  occasion  to  several 


employments  whicK!^n;Qnly  be  executed  under 


the^  inspection^  of  persons  conversant  t  with  the 

animal  ceconomy. — The  purificatromrofi  ^eat' 

cities  and  harbours ;  the  construction  and  super- 
\  « 

intendence.  of  places  of  public  resbrt,  hf  whkibH  a 
number  of ,  persons  are '  crowded  togeth^' ;/  the 


draining  of  lakes  and  >marshes  ;  the  direction  of 
canals,  and  the  establishment '  of  aqueducts-  and 
common  sewers,  do  riot  perhaps  less  required  the 


I 
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assistance  of  enlightened  physicians  than  of  able 
architects  and  engineers  * and  in  fact  many  of 
the  most  important  meliorations  which  at  dif¬ 
ferent  periods  have  been  introduced  in  respect 
to  the  construction  and  management  of  those 
works  of  artihcial  convenience  that  are  the 
gradual  growth  of  refinement  in  luxury,  have 
been  suggested  by  individuals  who  have  made 
the  study  of  the  living  oeconomy  their  more 
especial  pursuit  or  profession. 


I  shall  now  conclude  by  addressing  a  few 
words  to  the  reader  who  may  be  about  com¬ 
mencing  a  series  of  studies  in  order  to  qualify 
himself  for  the  practice  of  medicine. 

You  are  preparing  to  engage  in  a  laborious 
and  to  a  man  of  sensibility  a  most  painful 
vocation;  in  the  exercise  of  which  many  cir¬ 
cumstances  of  perplexity  will  present  themselves, 
which  can  only  be  made  known  by  actual  ex¬ 
perience.  Difficulties  and  intricacies  will  indeed 


*  Sketch  of  tlie  Revolutions  of  Medical  Science,  by  M.  Cabanis , 

C  C  2 
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be  pointed  out  in  the  courses  which  you  attend, 

/  / 

and  described  in  the  writings  you  are  directed  to 
peruse;'  but. these,  in  comparison:  to  ..what  you 
will  be  taught  in  the  school,  of  experience,  are 
'Scarcely  more  than  the  ^ delineated  roads  on  a 
geographer’s  map,  to  the  perils  the  traveller 
encounters.  Be  studious  then  to  anticipate  as 
much  as  possible,  which  will  be  in  effect  to  lessen, 
the  intricacies  of  actual  practice,  by  making  every 
case  that  is  pointed  out  to  you  by  the  hospital 
physician,  or  clinical  professor,  in  a  manner  your 
own. ,  Repeatedly  put  this  question  to  v  your¬ 
self:  What  should  I  do  in  this  instance;  were 
my  individual  responsibility  concerned— were 
the  life  of  this  patient  entrusted  to  my  care  ? 

By  such  reflective  kind  of  attention,  if  I  may 
employ  the  phrase,  you  will  profit  more  in  a  fe\v 
months  tha:n  by  years  of  mere  passive  reliance 
on  the  precepts  and  practice  of  your  instructors ; 
and,'  when  you  come  to  the  bedside  of  your  own 
patient,  you  will  have  less  cause  to  wish  yourself 
again  in  the  wards  of  the  infirmary,  like  those 
wI]Q  with  the  feelings  of  manhood  regret  that 


/ 
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they  cannot  re-live  the  days*  of  their  youth;--ra 
feeling  which  I  believe  is  much  more  common 
among  conscientious  practitioners  'of  medicine 
than  it  would  be  politic  to  confess.  Often  do 
they  desire  one  small  year  further  of  scholastic 
instruction,  which  it  appears  to  them  would  be 
more  than  equivalent  to  the  many  that  were  con¬ 
sumed;  and,  averse  as  I  am  to  innovation,  for 
innovation’s  sake,  I  cannot  help  supposing  that  a 
little  more  pains  taken  by  the  public  preceptors 
pf  youth  in  this  particular,  I  mean  with  respect 
to  the  mode  of  acquiring  efficient  medical  know¬ 
ledge,  would  serve  to  diminish  materially  that 
source  of  regret  to  which  I  now  allude.  Medicine 
perhaps  is  still  taught  too  much  in  the  manner 
of  an  abstract  science.  .  ’  ‘  ’ 

’  *  A  _ 


With  respect  to  elementary  acquirements,  I 
would  earnestly  recommend  that  while  your  at¬ 
tention  is  principally,  it  be  hot  "exclusively,  de¬ 
voted  to  the  several  branches  of  study  which  are 
regarded  as  more  especially  and  properly  parts  of 
medical  education.  Tlie  professor  of  the  heal¬ 
ing  art  ought  to  be  equally  liberal  in  knowledge 
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and  in  sentiment ;  and,  in  fact,  there  is  no  part 

of  science,  physical  or  moral,  but  which,  under 

/ 

proper  regulation,  and  in  a  due  degree,  may  be 
made  subservient,  nay  is  actually  necessary  to 
perfection  in  medicine,  ' 

-  ■  ■  ■  .  -  :  .  ^  r  ■ 

On  points  of  doctrine  and  subjects  of  specur. 
lation,  equally  avoid  the  extremes  of  implicit  con^ 
fidence  or  captious  scepticism.  Be  careful  not 
to  reject  facts  in  the  pride  and  obstinacy  of  sys^ 
tern,  but  do  not  on  the  other  hand  consider  an 
unsystematic  accumulation  of  facts  to  be  the  sole 
object  of  science^  As  little  is  performed  with-r 
out  order,  so  little  is  acquired  without  method ; 
•  and  system,  in  its  proper  signification,  is  only  the 
order  of  acquisition ;  so  much  so,  indeed,  that 
all  our  advances  in  knowledge  are  in  one  sense 
reducible  to  ^  mere  improvements  in  our  modes 
of  arrangement.  Sci^ce  is  the  book-keeping,-^ 
the  register  of  facts.  / 

f .  '  ' 

When  you  come  into  practice,  let  your  liberal 
conduct  give  the  lie  to  those. who  conceive  the 
profession  to  be  merely  craft.  Neither  encourage 
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a  spirit  of  self  depreciation,  nor  seek  to  acquire  a 
surreptitious  fame.  Avoid  the  pedantic  peculi^ 
arities  of  the  mannerist,  but  recollect  at  the 
same  time  that  rrtanner  may  often  be  made  law- 
fully  to  act  in  aid  of  medicine,  Philosophic 
and  effective  practice,”  it  has  been  rightly  said, 
involves  more  than  a  mere  acquaintance  with 
the  rules  of  medicinal  prescription.”  It  will  be* 
for  you  often  to  read  in  the  human  heart,  as 
well  as  to  recognize  the  presence  of  the  febrile 
state,” — to  pour  .oil  into  the  wounds  of  the 
mind,”  as  well  as  to,  prescribe  for  >thei  maladies  of 


the  body ;  and  let '  fnC'  promise^ that  a  conscien- 

.  -hrin  ^  j 

tious  and  manly  discharge^  of  the  important 
duties  of  your  calling,  will^  prove  an  ample  re¬ 
ward  for  all  your  pains,  by  bringing  with  it  the 
purest  of  pleasures— the  consciousness  of  doing 
good.  FarewelL 
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Page  34,  line  3d  from  tHe  bottom,  dele  ttb  word  fd* 
fage  42,  line  1st,  for  hop/jitov  read  tvopfjt)!}y,  '  y^i  ^  0  jaoi 
Page  96,  line  2d,  from  the  bottom,  insert  b^tweei^j 

the  words  massj  and  gives. 
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